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Skylights for Paper Mills 


THE BEST POSSIBLE LIGHT FOR 
THE PAPER MILL IS THE SKYLIGHT 


To the building of Skylights especially 
adapted to the requirements of Paper Mills 

we bring years of experience. 
Our construction secures a Skylight absolutely 
free from sweating, dripping, or leaking, and one 


that is both fireproof and self-ventilating. 
We mail our Catalogue “B" to ZS 
anyone seeking light on Skylights. 
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ATTENTION! WANUFACTURERS 


We pay highest prices for second-hand Burlap bags 
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Send samples and obtain our prices 
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OFFICE AND FACTORY 
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“The Crosby Gage” 


as Designed and Manufactured under the Crosby Patents 


1S UNIVERSALLY ACKNOWLEDGED 
SUPERIOR TO ALL AND EQUALED BY NONE 
IN CONSTRUCTION AND ACCURACY 


It is not, like other makes, tested at one point only, but is 
tested and graduated under pressure, pound by pound. 


Best Design, Best Material, Best Methods, Best Work- 
manship only in the Crosby Gage. 


CROSBY STEAM GAGE AND VALVE CO. 


BOSTON NEW YORK CHICAGO LONDON P 
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TRADE CUSTOMS ADOPTED. 


The Book Men Follow the English 
Style in the Terms Agreed Upon. 
As a Result of Numerous Meetings Held Recently the Book Pa- 


per Manufacturers Have Come to an Agreement on a List of 


Terms and Conditions Upon Which They Will Do Business. 





In an endeavor to bring about a uniform basis for selling book 
papers, the book manufacturers adopted at their meeting held 
on Thursday of last week a set of rules and regulations similar 
to those in use by the English manufacturers. 

While these rules do not present any radical change, they do 
make some restrictions in regard to the present system of mar 
keting book paper which have heretofore never been considered. 
The additional charges for casing and framing and other minor 
incidentals, as set new 
otherwise, but they are in reality nothing more than another ad- 
vance in the selling price, made indirectly. 


forth in these rules, may be construed 


No special provision has been made for the jobbers, and it is 
not very likely that any allowances will be granted. The manu 
facturers claim that they have taken no steps toward forcing the 
dealers out of business; but that the natural course of events is 
contracting the jobber’s sphere of usefulness, and that he is grad- 
ually being eliminated because large consumers are said to find 
it more expedient to deal direct. 

The manufacturers state they have no desire to discriminate 
against the jobber, and that in all cases where he can show that 
he has a desirable order which they cannot secure except through 
him they will be very willing to do business with him. It is 
pointed out that it is not so much the desire of the manufacturer 
to see the dealer forced out as it is the growing practice among 
consumers to buy their supplies direct from the 
Of course the dealer, the manufacturers 


manufacturer. 
admit, is an absolute 
necessity in a good many cases, especially where he carries a large 
stock on hand to supply the wants of the small buyer. This is 


considered to be only a retail business in the opinion of the manu- 
facturer, and one which would not pay him to handle. The manu- 
facturers say that if those of the jobbers who believe they are 
being directly affected by supposed rulings of the manufacturers 
will only stop to consider the existing conditions to be dealt 
with at present they will easily see that the tendency among the 
large consumers for several years past has been to buy direct 


Letter of West Virginia Company on “Trade Customs.” 


NOVEMBER 10, 1906. 
GENTLEMEN—We beg to enclose herewith copy of “Trade Cus 
toms,” upon which all our quotations in future will be based, with 
the exception of Article No. 2, with reference to minimum weight. 
While our minimum weight basis will be as stated in the “Trade 
Customs” circular, we will not make any lighter weights, except 
the stock sizes of 25x38—40—500 and 28x42—so—soo M. F., for 
which there will be an additional charge of 10 cents per 100 pounds. 
By sending you in this way copy of the “Trade Customs” we 





believe that we shall avoid any possibility of a misunderstanding on 
the part of our customers as to the numerous details in connection 
with prices quoted 

We trust that you will feel that our action will be for the good 
of the trade in general, and that you will continue to favor us with 
your valued orders Very truly yours, 

West VirGintaA Pup AND Paper CoMPANY. 

I’ NCLOSURI 


The New “ Trade Customs” of the Book Mills. 


To THE TRADE. 


Che following “Trade Customs” are 
attention : 

(1) Terms of all sales to be on a basis of cash in thirty 
days, less three per cent. (3 per cent.) 

(2) Minimum basis of weight for standard papers to be as fol- 
lows: 

Machine finished, 24x38—40 pounds to 500 sheets 

Supercalendered, 24x38—45 pounds to 500 sheets 

For lighter weight papers the extra cost of manufacture to be 
added according to weight, estimated as follows: 

On machine finished paper for each pound cut below 24x38—4o0 
pounds to 500 sheets, to and including 24x38—30 pounds to 500 
sheets, 5 cents per 100 pounds additional 

For each pound cut below 24x38 
cents per 100 pounds additional 

On supercalendered paper for each pound cut below 24x38—45 
pounds to 500 sheets, to and including 24x38—35 pounds to 500 
sheets, 5 cents per 100 pounds additional 

For each pound cut below 24x38—35 pounds to 500 sheets, 10 
cents per 100 pounds additional. 

(3) In all cases, on both sheet and roll 
twine to be charged at the price of the paper. 
(4) Rolls to be charged at the gross weight, including cores 

(5) No printed waste to be returned and no paper taken back 
unless damaged before delivery; and in case customer desires to 
make claim for damaged paper, same must be reported immediately 
to the manufacturer in order that the paper may be inspected before 
it has been printed 

(6) In billing paper no allowance to be made for waste 

(7) Manufacturers to bear the cost of freight on cores, heads 
and rods returned. 

(8) When cores are returned, no allowance to be made for 
paper remaining on same except that allowance may be made for 
clean white waste at market price for such waste 

(9) Customers to be credited with the net weight of cores re 
turned, stripped, at the full selling price of the paper. 

(10) The average variation in the nominal weight not to exceed 
four per cent. (4 per cent.) above or below the ordered weight, 
paper within this range to constitute a good delivery 

(11) Paper to be billed at the ordered weight, and no allowance 
to be made by manufacturer unless variation is in excess of four 
per cent. (4 per cent.) 

(12) No paper to be made one weight and stenciled another 

(13) Paper must be marked by the manufacturer the ream weight 
ordered, and there shall be no evasion by substituting letters or 
symbols for figures. 

(14) The base selling price to be for paper put up in rolls with 
out heads and rods, and sheet paper put up in bundles soft fold 

(15) For paper finished in any manner except as specified in 
Article 14, additional cost thereof to be added, estimated as follows: 

If finished flat in skeleton frames, not less than 10 cents per 100 
pounds to be added to the base selling price 

If finished in solid board frames top and bottom, or in cases, 
not less than 20 cents per 100 pounds to be added to the base 
selling price. 

(16) Case linings to be charged at the selling price of the paper. 

(Continued on next page.) 
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SULPHITE MEN MEET. 


They Decide Not to Make Any Further Advance in the Price 
of Their Product for the Present—Another Meeting Sche- 
duled for December | to Consider Another Advance. 


A meeting of the sulphite manufacturers was held in New York 
on Friday of last week to discuss the present state of the market 
and to consider the question of making another advance in prices. 
After careful deliberation it was agreed not to make any further 
advances at this time, although a number of those present admitted 
the necessity of another increase, because of the big demand and 
the difficulty experienced in getting sufficient quantities of logs, due 
to the low water in the streams. 

The shutdown of the Burgess sulphite mill placed an increased 
burden on the other mills, which was only relieved last week when 
the Burgess mill started operating again. The low water which 
has been prevalent throughout the fall season has no doubt been a 
very serious handicap to the mills, especially since the demand took 
an upward jump. A good many of the mills are behind in their 
deliveries, and even with the tonnage of the Burgess mill consid- 
ered it will take some time before the market returns to its normal 
condition. There are but few orders being placed at current prices, 
because the heavy increase in business has enabled the manufactur- 
ers to demand an additional advance of from $2 to $4 per ton over 
present quotations, and this fact tends to ward off business. 

Another meeting may be held about December 1, at which time 
another advance will probably be announced. 


Do Water Powers Increase Value of Contiguous Land ? 


[FROM OUR REGULAR CORRESPONDENT. ] 

AppLeton, Wis., November 12, 1906.—Mention has previously 
been made in this correspondence of the case brought by several 
Neenah paper manufacturing companies and the Neenah and 
Menasha Water Power Company against the board of tax review 
of Neenah, concerning the assessment of lands and contiguous 
water powers. This case, which is about to come before the 
courts, promises to bring up some new questions which will be 
very interesting, and the decision of which will have a bearing 
upon similar affairs elsewhere. Among other things the ques- 
tion will be brought up as to whether or not the proximity of 
water power to lands makes an element of value to the lands. 
It is urged that the development of electrical power transmission 
has made it possible to operate mnaufacturing plants equally well 
at points distant from the water power where the electricity is 
generated, and that therefore the proximity of the lands to water 
power does not add so much to the value of the lands as has 
The wide bearing of a decision on this 

Fox River. 


heretofore been the case. 
poirt will be appreciated. 


New Folding Box Company for Dayton, Ohio. 


[FROM OUR REGULAR CORRESPONDENT. ] 

Dayton, Ohio, November 13, 1906.—By the incorporation of the 
American Board and Box Company, of this city, last Wednesday at 
the State capital, there was started the commencement of an en- 
larged industry. This company is capitalized at $100,000, and is 
a practical reorganization of the Acme Sign: Printing Company, 
makers of weatherproof paper signs and other articles. 

The incorporators of the American Board and Box Company are 
R. R. Dickey, Jr., who is the president of the Dayton Globe Iron 
Works, and Whoewas at the head of the Acme Sign Company; 
E. M. Thacker, who was also connected with the sign company; 
his father, Newton Thacker, and Alexander Euchenhofer and John 
R. Kline, who have been identified with the old concern. They are 
all well known business men, and will push the new industry. It 
is the intention tg manufacture folding boxes, etc., and new 


machinery will be installed in the company’s present quarters, First 
and Mill streets. This is the building formerly occupied by the 
Dayton Paper Novelty Company. 

The American Board and Box Company has taken over the busi- 
ness of the Acme Sign Printing Company, which was capitalized 
at $50,000, and besides retaining the sign business will add the 
manufacture of boxes. It is not the intention to manufacture 
boards, however. 

This will give Dayton added laurels in the box manufacturing 
business, the Gem City being fortunate in possessing several of 
the country’s leading firms. By the removal of the Dayton Fold- 
ing Box Company some time ago to Cincinnati a void was left, but 
the appearance of the American Board and Box Company on the 
scene makes up the usual quota. M. V. 


TRADE CUSTOMS ADOPTED. 


(Continued from page 5.) 


(17) For trimming sheets on one or two sides, the cost thereof, 
estimated at not less than 10 cents per 100 pounds, to be added 
to the base selling price; and for trimming on three or four sides, 
the cost thereof, estimated at not less than 20 cents per 100 
pounds, to be added to the base selling price. 

(18) For ream wrapping, the cost thereof, estimated at not less 
than 10 cents per 100 pounds, to be added to the base selling price. 


Western Jobbers Meet to Consider the Situation. 


[FROM OUR REGULAR CORRESPONDENT. ] 

Cuicaco, Ill., November 13, 1906.—Apprehension that the “Parks 
pooling plan” may operate against their interests caused a confer- 
ence of a number of the jobbers of the Middle West in Chicago 
last week. The jobbers fear that when the mills supposed to be in 
the agreement once get fairly into action the jobber will be “frozen 
out” of his own territorial field by the system under which the 
“plan” is supposed to operate. 

The jobbers and dealers object to a proposed feature by which 
the mills in the agreement are granted freight allowances or re- 
bates directly proportional to the distance which their product is 
shipped. The same system has been in vogue in the sugar “trust” 
for years. By this freight allowance the price of paper is held 
uniform regardless of the distance to which it is shipped. The 
jobbers assert that such an arrangement will cut them out of any 
freight distributing business, as the mills can ship past them and 
to their customers at prices less the freight rate which they must 
charge on reshipped paper. 

The apprehensions of those at the meeting that they would not 
be treated fairly by the mills are not strengthened by the mill men. 

“The jobbers need have no fear that they will not be treated 
fairly and that the mills are going to steal consumers away from 
them,” said one of the men close to the inside of the “Parks plan.” 
“The wrapping paper mills need the jobbers to get the mill output 
on the market, and they will be given every consideration to which 
they are entitled.” 

The jobbers who were in Chicago seriously discussed starting 
substantial opposition to the mills in the agreement if their de- 
mands were not acceded to. Woop: 


American Writing Company Withdraws Quotations. 


[FROM OUR REGULAR CORRESPONDENT. ] 

Horyoxe, Mass., November 13, 1906.—A general circular letter 
from the American Writing Paper Company withdrawing previous 
quotations on book papers reached the trade today. The new 
“trade customs” adopted last week by the book paper manufac- 
turers were incorporated in the letter. Ferry. 


Ground has been broken for the new building of the American 
Paper Box Company, of Grand Rapids, Mich. 
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PAPER CONSUMING LINES. 


Census Figures on Bags, Blank Books, En- 
velopes, Wall Paper, Paper Goods, Etc. 


The Returns for 1880, 1890 and 1900 Show a Steady Increase 
in Plants and Capitalization—Those for 1905 Disclose a De- 
crease in Plants and a Great Increase in Capitalization. 


[FROM OUR REGULAR CORRESPONDENT. ] 

Wasuincton, D. C., November 13, 1906.—In the Census of Man- 
ufactures for 1905 just compiled we find some very interesting 
data, especially so when the figures for that year are compared 
with those of the censuses of 1880, 1890 and 1900. 

Taking up in alphabetical order the paper and pulp and allied 
industries we come first to the paper bag manufacturing plants, of 
which, in 1880, there were 80 establishments, with a combined cap- 
ital of $1,304,700; by 1890 the number of plants had decreased to 
56, with a capitalization increased to $2,321,797. In 1900 there 
were 63 and capital amounting to $6,917,041, and 1905 62, with a 
jump in capital to $11,441,383. In 1880 the number of salaried em- 
ployees was not shown, but in 1890 there were 182, receiving 
$180,378; in 1900, 340, to whom was paid $369,100, and in 1905, 
360, paid $405,056. The total number of wage earners employed in 
1880 was 1,569, earning $439,620; of that number 546 were men, 
883 women and 140 children. In 1890 the total number was only 
1,200, earning $399,714, and of that number 536 men, 653 women 
and 11 children. The year 1900 shows 18 children, 945 women and 
1,026 men, a total of 1,989, earning $628,033. In 1905, out of a 
total of 2,473, earning $930,171, 1,285 were men, 1,120 women and 
85 children. The cost of materials used in 1880 was $3,037,319, in 
1890 $3,167,717, in 1900 $4,499,416, and in 1905 $6,594,976. The 
value of products in 1880 was $4,112,366, in 1890 $5,023,793, in 
1900 $6,799,425, and in 1905 $10,086,863. There are several impor- 
tant features to be noted in this industry; first, the greatly in- 
creased number of women employed, and, again, the relation of 
production to invested capital. In 1880, with a capital of $1,304, 
700, the production was $4,112,566, or more than three times the 
investment; in 1890 the figures stood $2,321,797 investment and 
$5,023,793 output, more than double; 1900 shows $6,917,041 invest- 
ment and only $6,799,425 production; while 1905, with investment 
of $11,441,383, only shows an output valued at $10,086,863. 

Bookbinding and Blank Book Making.—In 1880 there were 588 
plants; capital, $5,798,671; 10,612 wage earners receiving $3,927,340, 
of whom there were 5,127 men, 4,831 women, 654 children; cost of 
materials, $5,195,771, and production valued at $11,976,764. In 1890 
the number of plants had increased to 805, with capital of $10,062,- 
034; on the payroll are 1.342 salaried employees, receiving $1,395, 
408; 12,473 wage earners are paid $5,508,483; the cost of material, 
$6,007,417, and the value of the output, $17,067,780. The returns for 
1900 show 954 plants; capital, $12,744,628; salaried employees, 1,076, 
to whom was paid $1,077,790; 15,971 wage earners, and their wages 
$6,671,666. 
507 children; cost of materials, $7,702,543; value of output, $20,- 
790,858. By 1905 the number of plants had been reduced.to 908, 
while the capital invested had been increased to $16,904,883. The 
number of salaried employees had increased to 1,647, earning $1,- 


At that time there were 7,592 men, 7,872 women and 


790,501, and the wage earners to 17,713, earning $7,886,945; of that 
number there were 8,784 men, 8,379 women and 550 children. The 
cost of materials used was $9,139,937, and the value of the product 
$25,223,650. . 
Envelopes.—In 1880 there were 12 envelope factories, with capital 
of $923,800, employing 1,204 persons, with a payroll averaging 
$344,143 and an output valued at $3,000,617. By the year 1890 
the number had increased to 41 plants, with capital of $3,218,466; 


on the payrolls were 176 salaried employees, receiving $246,006, 
and 2,325 wage earners at $812,544; a cost of material $2,530 

and a production valued at $4,855,680. In 1900 returns show 
plants ; 


793; 
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capital, $5,612,509; salaried employees, 313, at $316,360; 
2,984 wage earners, receiving $1,150,463; cost of materials, $3,665,- 
275, and an output of $6,299,330. By 1905 the number of envelope 
factories had jumped to 72, with capital increased to $7,495,912 
The payrolls showed 529 salaried employees, receiving $583,502; 
4.298 wage earners, getting $1,629,511; cost of materials, $5,974,948, 
and an output valued at $10,222,366. In this particular industry the 
women always outnumber the men; of the total for 1880 of 1,204, 
233 were men and 948 women; 1890 showed 508 men and 1,707 
women; 1900, 906 men and 2,040 women, and in 1905 there were 
1,183 men and 2,961 women 

Paper and Wood Pulp—lIn 1880 there were 742 factories en 
gaged in the manufacture of paper and wood pulp, with a capital 
of $48,139,052. Employment was furnished to 25,631 persons, to 
whom was paid $8,970,133. Out of that number we find that there 
were 17,317 men, 7,648 women and 666 children. The cost of ma- 
terials used was $34,862,132, and the value of the output $57, 
366,860. 

By the time the census of 1890 was taken the number of factories 
had decreased to 649, with capitalization increased to $89,829,548 
The payrolls showed 1,348 salaried employees earning $1,770,657 
and 31,050 wage earners receiving $13,204,828. Of that number 
24.015 were men, 6,767 women and 268 children. Miscellaneous 
expense was $6,770,681, cost of materials $44,228,480, and value of 
the output $78,937,184. 

The census for 1900 showed an increase to 763 factories and in 
capital to $867,507,713; the payrolls showed 2,935 salaried employees 
at $4,500,911, 49,646 wage earners at $20,746,426. 
41,547 were men, 7,930 women and 169 children. Miscellaneous 
expense had increased to $10,184,106, cost of materials used to 
$70,530,236, and the value of the output to $127,326,162. 


Of that number 


The 1905 returns show the total number of factories then run- 
ning as 761, with a capital increased to $277,444.471, more than a 
hundred million in excess of 1900. The number of salaried em 
ployees increased to 3,778, earning $6,097,032; 
65,904, receiving $32,019,212. 


wage earners totaled 
The number of men employed was 
56,827, of women 8882 and of children 255. The miscellaneous 
expense increased to $16,440,041, cost of material to $111,251,478, 
and value of the output to $188,715,1860. 

Paper Goods Not Elsewhere Specified 
in 1880 
1905 232. Capital invested increased from $2,922,449 in 1890 to 
$11,370,585 in 1900, and still further, to $18,198,221, in 1905. The 
payroll for 1890 showed 128 salaried employees receiving $153,828, 
and 1,519 wage earners getting $611,353. 


This item did not appear 
In 1890 there were 66 establishments, in 1900 190 and in 


Of that number 971 were 
men, 439 women and 109 children. 1900 showed 720 salaried em 
ployees earning $922,680, and 6,117 wage earners at $2,242,702, of 
whom there were 3,135 men, 2,835 women and 147 children. In 
1905 there were 1,145 salaried employees at $1,305,875, 9.842 wage 
earners at $3,712,537, of whom 4,620 were men, 4,082 women and 
240 children. The cost of material in 1890 was $2,627,454, in 1900 
$0,819,820, and in 1905 $12,743,559. The output was valued at 
$4,179,235 in 1890, at $16,785,269 in 1900, and at $22,159,202 in 1905 

Wall Paper—In 1880 there were in the United States 25 wall 
paper manufacturers, with capital invested to the amount of $3, 
560,500. Employment was furnished to 2,487 persons, at $874,921; 
of that number 1,666 were men, 150 women and 671 children. The 
cost of material was $3,629,222, and the value of the output $6, 
267,303. 

By 1890 there were 27 factories, with capital of $5,709,909. The 
payrolls showed 230 salaried employees at $302,634, and 2,584 wage 
earners at $1,172,154; of the latter 2,063 were men, 243 women and 
278 children. The miscellaneous expense is $660,117, cost of ma 
terials $3,572,027, and the value of the output $7,431,726 

(Continued on next page.) 
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PAPER BAGS AGAIN ADVANCED. 


All the Manufacturers Have Again Put Up Prices on Their 
White Grades—The Advance Amounts to About 15 Per 
Cent—All Factories Reported Very Busy. 


On Friday, November 9, notices were sent out to the trade by the 
paper bag manufacturers announcing another advance on all grades 
of white paper bags. The latest increase amounts to about 10 
to 15 per cent. over the previous one, which was made several 
weeks ago. This makes the second advance which has been made 
on this grade of bags. On November 1 the paper bag manufac- 
turers made an advance of 10 to 15 per cent. on these bags, ex- 
clusive announcement of which appeared in last week’s issue of 
Tue Paper TRADE JOURNAL. 

The total increase on white bags since the advance of Novem- 
ber 1 varies from 20 to 30 per cent. over the old prices. This is 
considered by the manufacturers a substantial as well as a reason- 
able increase, when the present high cost of manufacturing is 
taken into consideration. 

The Union Bag and Paper Company, according to its latest 
figures, has advanced on its different grades from 5 to 10 per 
cent., as follows: 

Acme, Hemp and Wolf grades, 10 per cent., approximately. 
Moose, Elk and Lion grades, 5 per cent., approximately. 

The Acme and Hemp are the company’s heavy white square 
bags; the Wolf is its light weight white automatic; the Moose is a 
heavy yellow automatic; the Elk is a heavy white automatic, and 
the Lion is the company’s standard manila color automatic. 

One of the smaller manufacturers is quoting the following dis- 
counts under the latest advance: 

Heavy weight white bags, 60 and 10; medium weight white bags, 
60, 2-10 and 5; light weight white bags, 60, 3-10 and 5. 

The manufacturers advance no special reason for making this 
latest change within ten days after the announcement of the last 
one, except that the present condition of the paper market has 
actually compelled them to take this step. They point out that the 
situation in the market has become so acute that they are very 
fortunate in being able to purchase supplies of bag papers at any 
price. Those who have contracts are handicapped in filling their 
orders to some extent by delayed shipments, because of the con- 
gested state of affairs at the majority of the paper mills, due to the 
heavy demand caused by an unprecedented rush for all kinds of 
paper. It is said that some of the bag manufacturers have always 
made it a rule to purchase their paper in the open market as they 
needed it. Now it is reported that some of them have been caught 
short, and not being protected by contracts they have had to buy 
at the current prices in order to cover themselves. All the manu- 
facturers have more business now than they can comfortably take 
care of, and it would not be surprising to see within a short time 
another general advance on bags, and particularly the cheap grades. 


Pepperell Card and Paper Company Making Improvements. 

The Pepperell Card and Paper Company, manufacturer of sur- 
face coated paper, with mill at East Pepperell, Mass., is enlarging 
its plant. At present the company is running eleven coating ma- 
chines, and is building four more of an entirely different type, 
similar to one installed a few months ago, and which has proved 
a perfect success in every way. This machine, which is patented, 
surface coats both sides of the paper with brushes in one opera- 
tion, instead of saturating the web with the mixture, as is the 
case with other maehines coating both sides at once. The drying 
apparatus used in connection with this machine is somewhat unique, 
and has no counterpart in any other existing type. Extensive alter- 
ations and improvements, including the installing of a new 350 
horse power steam plant, are under way, and it is planned to have 
the whole in operatien by the 1st of February next. The com- 


pany’s constantly increasing business has made this move impera- 
tive, as for a long time now the plant has been running night and 
day in a vain attempt to execute its orders with some degree of 
promptness. 

In the executive department Waldo Spaulding, president and 
treasurer, and Rainsford Deware, vice president and superintendent, 
have charge. The well known excellence of the company’s product 
is due to their business judgment. This company has local selling 
offices at 41 Park row, New York city, in charge of O. B. Hast- 
ings, and in Boston at 176 Federal street, the representative there 
being H. W. Griggs. Both of these gentlemen have long been 
identified with the sale of surface coated paper. When the new 
plant is running the company expects to about double its present 
output. 


U. S. Printing Co. of N. J. Leases U. S. Printing Co. of Ohio. 


[FROM OUR REGULAR CORRESPONDENT. ] 

Dayton, Ohio, November 13, 1906.—An important deal has been 
perfected by the United States Printing Company of Ohio, which 
was leased to the United States Printing Company of New Jersey 
for a period of ninety-nine years. 

In the deal, which was forecasted a few months ago in corre- 
spondence from this section, the plants of the company in Norwood, 
in the southern part of the valley, and the plants in Cincinnati 
have all been taken over in the lease. By the terms of the lease 
the New Jersey company assumes the indebtedness of the Ohio 
company to the extent of $400,000 and will pay rents aggregating 
$188,750 for the first three years of the lease, then $197,000 for the 
three years following; from March, 1912, for three years, $206,250, 
and thereafter $215,000 per year during the entire lease. The 
lease has been recorded in Hamilton County. M. V. 


No Further Advance on Manilas and Fibres. 


The reported advance of 15 cents per hundredweight this week 
by the manufacturers of manila and fibre papers, both East and 
West, seems to be without foundation. At least it has been 
denied by a number of the large manufacturers in the East when 
asked if such an advance had been made. It appears now that 
quite a number of the manufacturers in the East and West have 
made various advances recently simply because they are com- 
pletely swamped with orders and cannot consider any new busi- 
ness at this time. Buyers, it seems, have been so persistent in 
their demands for paper that the manufacturers have had to take 
this means of driving customers elsewhere. 


SOME PAPER CONSUMING LINES. 


(Continued from page 7.) 


The returns for 1900 show an increased number of factories, 51, 
with capital of $8,889,794. The number of salaried employees was 
512, to whom was paid $816,852. There were 4,172 wage earners 
at $2,074,138, of whom 3,380 were men, 492 women and 300 children. 
The miscellaneous expense had increased to $711,100, cost of ma- 
terials to $6,072,809, and the value of the output to $10,663,209. 

By various ways the number of factories have been reduced to 
44 in 1905, while the capital was increased to $12,354,329. Both 
salaried employees and wage earners were reduced in number, the 
former to 497, earning $691,792, and the latter to 3,913, at $1,868,- 
213; of these 3,148 were men, 462 women and 303 children. The 
outlay for miscellaneous expense was $2,102,816, for materials 
$6,658,165, while the value of the output jumped to $12,636,580. 
This seems to be the only branch of the industry in which there 
has been an increased output with a decreasing expenditure for 
labor. ee ae 





November 15, 1906. PAPER TRADE JOURNAL 9 


MANUFACTURERS OF 


K Par PULP SULPHITE 


aND PAPER COMPANY 


LINCOLN, ME. F I B R E 


WE MAKE A SPECIALTY OF THE HIGHEST GRADE SULPHITE ror Book, LEDGER, WRITING & MANILA PAPERS & MANILA PAPERS 


HAMMERMILL PAPER (0. “=... 


ERIE, PENNA. 


Manufacturers of WRITINGS, BOND and LEDGER PAPER 


THE ULTRAMARINE COMPANY 


POTTER BUILDING, 38 PARK ROW, N. Y. 
ULTRAMARINE BLUES FOR PAPER MANUFACTURERS 


EAGLE KNIFE AND BAR COMPANY, 


JOHN W. BOLTON, Proprietor. 
LAWRENCE, MASS. - = = « U. S. A. 


—~MANUFACTURERS OF HIGH GRADE— 


Knives, Bars, Plates, and Jordan Fillings 
OF EVERY DESCRIPTION USED IN PAPER MILLS. 
ONE TRIAL ORDER WILL CONVINCE YOU OF THE ECONOMY OF USING EAGLE GOODS. 


Carew Manufacturing Company 


HIGH GRADE 


LEDGERS— BONDS— LINENS 


Superfine Writings and Typewriter Papers 
SOUTH HADLEY FALLS - MASSACHUSETTS 








PAPER TRADE JOURNAL 


NEW RULES DISTURB TRADE. 


The Adoption by the Book Paper Manufacturers of Uniform 
Trade Customs Has Disturbed the Dealers—The Latter Want 
Better Terms Than Those Given to the Large Consumers. 


The general upward movement in prices and a material in- 
crease in the demand have combined to give the market a much 
healthier tone. The condition of the raw. material market has 
been one of the big factors in forcing’ the issue for higher prices. 
This, coupled with the ruinous competition which has been -in- 
dulged in by the major portion of the manufacturers for some time 
past, reduced the actual profits to a minimum, and in a good many 
instances sales were made below the cost of manufacture. That 
the mills have had enough of this sort of competition is quite 
evident by the manner in which quotations have been climbing 
during the past month, and especially the last few weeks. The 
condition of the market for raw materials became so menacing to 
the mills recently that they had no other alternative but to raise 
prices. The water situation is considered much improved becaus@ 
of the recent rains, but the reserve for future needs does not seem 
to be very promising, considering the approach of winter. The 
mills, with few exceptions, are well supplied with orders, which 
will keep them running for some time, and aside from the handi- 
cap of curtailed water power in some sections the mills are now 
running to their fullest capacity. It seems now that the greater 
part of the consuming trade has suddenly run short of stock and 
has started to purchase with a rush, with the result that the manu- 
facturers will reap the benefits, as is indicated by the way prices 
have been jumping lately. A good many of the manufacturers are 
of the belief that a sort of boom prevails, and they are thoroughly 
convinced that it is going to continue throughout the winter. 
With the jobbers business is quite active, but the spasmodic ad- 
vances of the manufacturers have got everything into more or less 
confusion, and the market appears to be very unsettled. Customers 
are clamoring for their goods, but all shipments are being delayed 
because of the congestion at the mills. Dealers are not quoting 
on new orders as a rule without first consulting the manufacturer. 
All grades of paper have improved considerably, and prices on all 
grades, with the exception of tissue papers, have been advanced. 
It is stated that a considerable amount of new business has been 
booked at the new figures. 


Holyoke Manufacturers Satisfied. 


Western Massachusetts Office - j 
Tue Paper Trape Journat, 
Hotyoxe, Mass., November 13, 1906. ‘ 


Business among the Holyoke mills has been very good the past 
week. Manufacturers in general are satisfied with 
of trade. One manufacturer, when asked if trade was about to 
show an improvement, said that he “hoped not,” which would 
indicate that business with his mill was about all that could be 
asked for. Holyoke mills in general have been running on a lot 
of good orders during the week. There have been a few excep- 
tions to this, however, and in some instances there have been mills 
that could have handled more orders. 

The mills of the American Writing Paper Company, both in the 
fine and coarse divisions, have been running full time, and in some 


the condition 


cases with orders enough to keep the departments hustling. 

It was stated in the city this week that a general circular letter 
had been received, by the mills from the West Virginia Pulp and 
Paper Company, in wich the company withdrew all former quota- 
tions on stock manufactured by it. No new quotations were 
offered in place of the lists previously in force. 

The Carew Manufacturing Company is running its mill full 
time, and there appears to be plenty of orders on hand to keep 
the mill going for sometime. 


The Valley Paper Company is receiving good sized orders for its 
fine grades of paper. 

The Crocker-McElwain Company continues to enjoy the confi- 
dence of the trade, and orders have been received in satisfactory 
numbers during the past week. The mill is running full. 

Business at the Whiting mills is quite satisfactory. All depart- 
ments of the mills are active. The mills at North Wilbraham have 
all the orders that they can comfortably handle, and the past year 
has been an excellent one with the company. 

The finer grades of paper made by the Parsons Paper Company 
have been in good demand this week. All machines are being run 
full and all departments have been generally busy. 

The demand throughout western Massachusetts has been good 
this week and mills have been turning out a large amount of paper. 
Prices have been firm and there are slight appearances that some 
paper is being bought in anticipation of higher prices. Ferry. 


The New Rules of the Book Men Disturb Boston Trade. 


Eastern Office Tue Paper Trave Journat, } 
Arco Building, 127 Federal Street, - 
Boston, November 13, 1906. 


Since the meeting of the manufacturers of book papers held in 
New York last week city jobbers have received a circular, styled 
“Notice to the Trade,” which covers so many special points of in- 
terest that dealers have been unable as yet to thoroughly digest 
the information outlined therein. The action of the manufacturers 
in advancing prices is not so severely criticised as are the various 
“et ceteras” presented in the circular, which city jobbers say will 
very much disturb existing-conditions. Be that as it may, if the 
manufacturers stand by the conditions as agreed upon and set forth 
in the circular, dealers will of course have to adjust themselves 
thereto, and consumers likewise, but there will be lots of kicking 
in the meantime. The advance in mill prices on manila papers, 
which seems to be very general, is being strongly maintained, so 
say the dealers, who are paying the advance on all new business 
placed. Lithograph paper has also been advanced, and so have tag 
stock and paper bags. Business with city jobbers continues very 
good, but some dealers claim that mill deliveries are not as prompt 
as in weeks past, from which fact it is inferred that mills are much 
better supplied with orders than at any time this fall. Mill repre- 
sentatives repeat the statements of jobbers concerning the improved 
demands for paper, which are stimulated evidently by the advance 
in prices and the possibility of higher prices in the near future. 

DELESDERNIER. 


Miami Valley Business “ All That Could Be Desired.” 


[FROM OUR REGULAR CORRESPONDENT. ] 

Dayton, Ohio, November 13, 1906.—The week has witnessed a 
splendid business, and November promises to be a record breaker 
in Dayton and the Miami Valley. Complaints as to the state of 
trade are “few and far between,” but there are several forthcoming. 
One, and perhaps the most significant, pertains to the gradually 
increasing difficulties encountered in making prompt shipments, as 
the car shortage has been accentuated. Another, and while of 
equal importance, is one that can be conquered, viz., the matter of 
low prices. With the advance recently made on nearly all grades 
of paper there is still a crying need for better quotations—prices 
that will not recede under any and all conditions. With raw ma- 
terials surely ascending to the pinnacle, and labor demanding its 
reward, the paper manufacturers here, as elsewhere, believe it is 
high time to revise prices so that all future conditions may be 
met without loss, and, in short, as they should be met, with a fair, 
living profit.. Prosperity was never greater, and while there are 
probably fewer new concerns than there were last year, the trade 
has advanced as substantially as other lines. 

“This kind of business,” said a local tradesman, “is about all 
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that could be desired. The demand this week has exceeded the 
output in some sections of the valley that I know of. For instance, 
take the call for safety paper. It has been so great lately that I 
understand one firm in particular is away behind in its orders.” 
While there may be other concerns somewhat in arrears in fill- 
ing orders, a glance at the field shows that most mill men are 
keeping even tempered, but they are badly rushed. The paper box 
and pail plants are also doing a great business, purchases for the 
holidays still being in evidence. The novelty firms also report a 
strong trade, while most of the old lines of paper are in fair de- 
mand. A new board and box plant has been added to the Dayton 
trade during the week. M. V. 


Philadelphia Pleased With Trade Conditions. 
[FROM OUR REGULAR CORRESPONDENT. ] 

PHILADELPHIA, November 13, 1906.—There is a snap to business 
in the experience of the jobbers which makes all not only well 
satisfied but pleased with trade conditions as they exist today. For 
all classes of papers there is a good and a steadily improving de- 
mand, and though there has been no general advance in price the 
tendency is unmistakably upward. Book papers, both of the bette? 
and the cheaper grades, are firmly held; wrapping papers are 
scarcer and are bringing better prices; tissues are steady, and even 
news is firm. For building papers the market is still an excep- 
tionally good one, the open season stimulating consumption very 
greatly. The wall paper makers, too, are rushed to the limit of 
production. E. R. G. 


Business at High Tide in Fox Valley. 
[FROM OUR REGULAR CORRESPONDENT.] 

AppLeton, Wis., November 12, 1906.—Business in all paper lines 
in the Fox River Valley continues at high tide. The demand for 
paper is very spirited, and all the mills are using every effort to 
get out heavy tonnage. No further advances in prices have been 
announced, but it is by no means certain that there will not be 
others before the first of the year. It is agreed that soon after the 
first of the year prices will have to move up again. The considera- 
tions that will cause this have been referred to previously in this 
correspondence, but the principal one is the large increase in the 
price of pulp wood next year, amounting to about $1.25 per cord. 
This will make new adjustments necessary all along the line. 

Fox River. 


Strong Demand in Chicago. 


Western Publication Office. } 
Tue Paper Trave Journat, - 
Cuicaco, Ill., November 13, 1906. | 


The paper market has continued strong during the past week, 
but no further advance in prices has taken place. Orders are 
plentiful, and mill men and dealers are satisfied with the condi- 
tions. The advance in prices has been accompanied by the elimi- 
nation of many “abuses” under which mills have been suffering 
for many months. These have been done away with, and over 
their elimination the mill men are more elated than over the high 
prices. The most flagrant of these was the running of paper be- 
low the mills’ standard of weight, often losing as high as 30 per 
cent. in production by this catering for trade. But most mills 
have sent out notices in the past three weeks notifying their 
patrons that this practice has been discontinued and striking a 
serious blow at the catalogue and mail order houses. Some have 
even refused to longer accept the unused ends of rolls. 

“I hardly expect to see another advance in price for a month or 
six weeks at least,” seid President Thomas C. Bermingham, of the 
Bermingham & Seaman Company, this morning. “The trade has 
been taught a lesson over going wild over plentiful orders, and 
is not disposed to push the market too hard. Orders are more 
plentiful this month than they have been for years, and the situa- 
tion is satisfactory without attempting to overdo it.” 


- 


It is understood that an executive meeting of the American 
Paper and Pulp Association, of which W. N. Caldwell, of the 
American Writing Paper Company, is president, was held in New 
York recently, and that a schedule of prices for the trade was there 
agreed upon. The Western dealers are making their quotations in 
accordance with this. Woop. 


Scarcity of Pulp Stiffens Montreal Market. 


[FROM OUR REGULAR CORRESPONDENT. ] 

MontreaAL, Canada, November 13, 1906.—The condition of the 
local trade in paper and pulp shows very little change from last 
week. There is, however, a feeling that the limit of the present 
somewhat unnatural situation has been reached. Generally speak- 
ing prices are about the same as they were last week, but dealers 
say that they are still quoting at the maximum. The result of 
the strong feeling in pulp has naturally been an improvement in the 
general paper trade, but so far prices are quotably unchanged, al- 
though it is claimed that it is now possible to get a fair profit by 
realizing the quoted price in many instances. M. 


Very Active Demand at Toronto. 
[FROM OUR REGULAR CORRESPONDENT. ] 

Toronto, Canada, November 13, 1906.—Most of the manufac- 
turers and dealers report business very active, and with a heavy 
demand for all varieties of paper. This does not seem to be con- 
fined to any particular localities, but is general throughout the 
country. Here, at some distance from the source of the pulp 
supply, there is a disposition to take rather an easier view of the 
pulp situation. The feeling is that there is wood enough down and 
that recent rains have raised the streams and caused the putting 
into action of some of the grinders that were idle a fortnight ago. 
Representatives of pulp mills in town, however, say that the situa- 
tion is practically unchanged in its seriousness, and that prices 
such as $43 per ton for sulphite and $24 and $25 for ground wood 
are being obtained delivered at the mill, and but few people are 
willing to sell at these figures. Paper men are grumbling that with 
the increase in the cost of raw materials and wages there is a de- 
creasing margin for them. Except in a few lines there have been 
no increases. Some of the ordinary lines of writing are up half 
a cent and tissues are up about 10 per cent. L. 


Cheap Paper Sacks Wanted in Germany. 


A German merchant informs an American consul that American 
manufacturers of paper bags which would take the place of those 
made of, jute and other materials, millions of which are used in 
Germany for the packing of chemicals, fertilizers, etc., could find 
a ready sale for their products in that country. The bags should 
range in size from 3 feet by 6 feet down to smaller dimensions. 
The merchant would be pleased to receive samples and prices, and 
would act as agent for placing orders. 


Royal Paper Mills Sold. 

[SPECIAL CORRESPONDENCE OF THE PAPER TRADE JOURNAL.] 
SHERBROOKE, Que., November 10, 1906.—The Royal Paper Mills 
at East Angus were sold last week to George Vandyke, of Bos- 
ton. The purchase price is said to be $100,000, and includes not 
only the paper and pulp mills and sawmills, but also the limits 
owned by the company. The Eastern Townships Bank held the con- 
trol for some years. Previous to this W. B. Ives, who was one 
of the original owners, managed its affairs. R. H. Pope, of Cook- 
shire, was also interested in the works, The fact that the property 
has been purchased will be welcome news to the people of East 
Angus, as the mills were the principal industry in that place. It 
is learned that steps will be taken immediately to have the works 
start up to their full capacity. The purchaser, Mr. Vandyke, is a 

Canadian, and is well known throughout the townships. 
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CROCKER-~McELWAIN CO. 


MANUFACTURERS OF 


Fine Writng Paper 


(TUB SIZED AND POLE DRIED ONLY) 


ARTHUR H. HILL, Sales Agent HOLYOKE, MASS. 


MOOKE & THOMPSON PAPER CO. 


Manufacturers of 


Railroad Manila and Parchment 


Envelope, Manila Coating, Wrapping and Wax Paper 


MAURICE prdlrseessiaain CO. 


PACKE 


Paper Stock 


PACKING s 
20 & 22 Cheny St. 448 Pearl St., New York 265 Front St. 
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STOCK REJECTION CLAUSE DISCUSSED. 


The Philadelphia Paper Stock Association Informally Discusses 
the Objectionable Feature of the Felt Makers’ Classification— 
Action on It Postponed Until an Actual Grievance Arises. 


[From OUR REGULAR CORRESPONDENT. } 

PHILADELPHIA, November 12, 1906.—The Paper Stock Dealers’ 
Association held on Thursday evening another of the interesting 
meetings which have done so much to keep the association spirit 
active. In addition to a representative meeting of the members 
there were present Messrs. Hoffman and Wallace, representing, re- 
spectively, Darmstadt, Scott & Courtney and George W. Millar & 
Co., both of New York. 

Arrangements for the symposium on particular themes of trade 
interest not having been completed, the members informally took 
hold of the still vexatious question of the grading of roofing stock 
raised by the recent action of the Felt Makers’ Association. It 
will be remembered that the association objected to that clause of 
the schedule which in effect said that if objectionable material 
was found in a shipment the entire shipment of stock would per- 
emptorily be rejected. The association’s point of view was that 
objectionable matter should not be included, but if it was by acci- 
dent then an adequate deduction should be made because of it 
rather than the entire rejection. 

Quite a number of the members reported that the mills they had 
experiences with did not take the clause literally, and had acted 
fairly in the case of objectionable materials. Indeed, no instance 
of unfair methods was reported by anyone. But a number of other 
members argued that the attitude’of the mills at present was per- 
haps to be attributed to the comparative scarcity of stock, and they 
expressed the fear that as soon as stocks became plentiful then a 
harsh interpretation of the rejection clause might be made by the 
mill men. After prolonged discussion it was finally decided to 
postpone action until such a time as a grievance arose under the 
clause in question. 

Messrs. Lenhart, Bicking and Burr, who have the matter of 
essays on trade topics in charge, are working on the matter, and 
it is likely that with the next meeting the symposium idea will be 
put into practice. E. R. G. 


New Mills in Sweden. 


The following sulphite mills, being built and to be built in 
Sweden, are mentioned by Affarsvarlden: At Hoérnefors by Mo- 
Domsj6 Company, Ltd.; at Hanestrém, by the Géta Sulphite 
Company, Ltd.; at Svané, by the Svané Company, Ltd.; at Svart- 
vik, by the Svartvik Timber Company, Ltd.; at Oskarstrém, by 
the Oskarstrém Sulphite Company, Ltd.; at Borgvik, by the 
Kyrkobyn Sulphite Company, Ltd.; at K6épmanholmen, by the 
Fors Company, Ltd.; at Kranfors, by the Kranfors Company, 
Ltd.; at Kvarnsveden, by the Stora Kopparbergs Bergslag Com- 
pany, Ltd.; at Lessebo, by the Lessebo Company, Ltd.; at Sal- 
boda, by the Salboda Company, Ltd., and at Stalldalen, by the 
Stalldalen Sulphite Mills. 

Also the following sulphate mills At Deje, by the Mélnbacka- 
Trysil Company, Ltd., and ‘at Avesta, by the Avesta Sulphite 
Company, Ltd. 


Machinery for Harmsworth’s Mill Arriving from England. 
*{FROM OUR REGULAR CORRESPONDENT. ] 

Toronto, Canada* November 13, 1906.—A dispatch from St. 
John’s, Newfoundand, states that a large steamer arrived at Lewis- 
port ten days ago and landed 320 tons of steel rails for the Harms- 
worth Company, to be used in laying its track from Grand Falls 
Junction, on the Reid Company’s main line, to the new town of 
Grand Falls, which work is already in operation. The rails are of 


the same type and size, §0 pounds to the foot, as the Reid Com- 
pany’s, and the interchange of traffic is therefore rendered quite 
easy. The Harmsworth Company, it will be remembered has also 
a branch line 20 miles long and extending from the Reid Company’s 
line to Millertown. Next week a steamer from England is due 
at Lewisport with 2,500 barrels of cement, to be used in building the 
foundation for their mills, dams and other constructions, and a lot 
of machinery, to be installed in these structures when completed. 
The digging of the foundations has been started and a lot of rock 
is being met, but as it is blasted out it will be used in making con- 
crete for the foundation walls. is 


HOLYOKE’S WORRIES. 


The Mills Again Put on 50 Per Cent. Flow—Shortage of Cars 
and Disturbances Over the Coal Supply Also Troublesome. 


Western Massachusetts Office } 
Tue Paper Trave JourNaL, » 
Hotryoke, Mass., November 13, 1906. 


Late last week the Holyoke Water Power Company placed re- 
strictions on the mills limiting them to the use of 50 per cent. 
surplus water. It was also unofficially stated that the restrictions 
would be set closer within a short time unless the flow of the 
river increased. No additional restrictions have been issued to 
date, and the shutdown over Sunday has increased the amount of 
available water in the river somewhat, but not enough to carry 
the mills through the week. 

Should the shortage of cars noted last week continue long it 
will likely prove of serious inconvenience to the mills, as the coal 
supply is quite dependent upon the car supply and the ability of 
the railroads to deliver coal. 

So far as can be learned today none of the Holyoke mills are 
in need of coal, and manufacturers in Holyoke do not anticipate 
much trouble, although the agents of the mines have sent warning 
notices to their local representatives that a car famine was to be 
expected about December 1. On this information some of the 
mills have ordered coal shipped in at once which would not have 
been ordered till later, but the “worry part” appears to be up 
to the coal men, as nearly all of the Holyoke mills are under con- 
tract for their coal. 

Outside of Holyoke reports say that some of the mills have 
been slightly bothered with the obtainable supply of cars. 

Ferry. 


Paper Sack Business of Chatfield & Woods Expanding. 
[FRom OUR REGULAR CORRESPONDENT. ] 

Dayton, Ohio, November 13, 1906.—The Chatfield & Woods Sack 
Company has bought property on Third street, Cincinnati, from 
the A. N. Kellogg Newspaper Company, having a frontage of 50 
feet on the south side of Third street, east of Plum, for $13,000. 
The lot contains a two story temporary structure, which the com- 
pany has recently been occupying, under lease, with the A. N. Kel- 
logg Company, The sack manufacturing end of the Chatfield & 
Woods Paper Company has been enlarged, and the business ex- 
tended so that it is presumed a new building will soon be erected 
on the site. The present building has been used for storage pur- 
poses. M. V. 


Senator Crane’s Re-election Assured. 
[FROM OUR REGULAR CORRESPONDENT.] 

Hotyoxe, Mass., November 13. 1906.—The term of Senator W. 
Murray Crane, of Dalton, as United States Senator expires the 
coming winter, and the Massachusetts Legislature will be called 
upon to elect his successor. As yet there has appeared no oppo- 
sition to Senator Crane, and some of the recently elected Demo- 
cratic members of the Legislature have thus early declared their 
intention of voting for him. Ferry. 
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PERKINS-GOODWIN CO. 
PAPER 


72 FIFTH AVENUE 


J. FRED ACKERMAN, Prest. Cor. 13th Street 
JOHN H. DUFFY, Vice-Prest. 
EUGENE F. CROWE, Secy. 


FREDK VILMAR, Tien NEW YORK 


B. D. Rising PAPER Company 


HOUSATONIC, BERKSHIRE CO., MASS. 


No. L INDEX BRISTOLSand PASTED WEDDING BRISTOLS 


We carry a large and complete stock of No. 1 INDEX BRISTOLS in three sizes: 
20% x 243, - 70 - 9 - 10 - 140 | 
a | White, Blue, 
25% x30% - HO - 1440 - 170 - 220 f ae 
Buff, Salmon, 
22% x28% - 9 - 100.- 110 - 120 - 140 - 180) 


MAKERS OF THE WELL-KNOWN 


HOUSATONIC .- BARRINGTON - DANISH 


BOND and LEDGER PAPERS 
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OTTO P. SCHWARZSCHILD 


PAPER AND 
PAPER MILL SUPPLIES St. Regis P aper Co. 
4 WHITE STREET NEW yoss| Taggarts Paper a 


D. Robert Stone John A. Andrew WATERTOWN, N. Y. 


STONE & ANDREW _ |) Mazlacress 
Paper and Specialties News, Manila, Hanging, 
310 John Hancock Building, Colored Poster, Bag Papers 
BOSTON, MASS. and Paper Specialties 


SULPHITE AND GROUND WOOvw 








W.W. WILLIAMS & CO. 











Capital to invest for _—_ MILLS AT 
Cagees So Ranetenters. Stocks DEFERIET, FELTS MILLS, GREAT BEND, 
legitimate enterprise. ST. REGIS FALLS AND SANTA CLARA, N. Y. 






Paper Companies’ Stocks 
a specialty 

Money to loan. 

Buy and sell entire issues 
Stocks and Bonds, Corpora- 
tions, Railroads, Towns, 
County, Municipal Bonds, 
etc. 

As the largest brokerage 
house in the South we 
solicit your business. 








«Bonds | JAMES T. MIX, ¥X8 


132 NASSAU ST., NEW YORK 








First National Bank Bldg. General Cihcce: Taggart Butlding, We: sites 
NASHVILLE, TENN. 












Deadening Felt and Dry Saturating Felt 


(ROLLS ONLY) 


ODIORNE G&G MORSE COMPANY 


CHAS. W. BELL, Receiver 
LITTLE FERRY, N. J., and 111 Broadway, New York City 


Product, 16 Tons Daily 
“LIT TLS, See Tak tee ee ete 


NOTE.—We have no exclusive Selling Agents. Please address the Receiver direct. 


TO THE TRADE 


I quote a limited portion of our product for shipment in November and December, 1906, at the 


following prices: 
. Soft Saturating Felt (150 to 160% Coal Tar Saturation) @ $55.00 
5 Hard Saturating Felt (100 to 110% Coal Tar Saturation) @ 53.00 
Deadening Felt (1 Ib. and 1% Ib. to yard) - - @ $0.00 
Deadening Felt (2 ibs. to yard) - a 8 - @ 51.00 


Prices are for tons of 2,000 Ibs. in Rolls. DELIVERY —F. 0. B. Our Mills, Little Ferry, N. J. TERMS—Net cash 
I reserye right to decline orders not suitable or when we have obtained the desired tonnage. 


Respectfully, Odiorne & Morse Co. CHAS. W. BELL, Receiver. . 
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AMERICAN Writing Paper Company 


HOLYOKE, MASS.— 





Loft Dried, Air Dried, Machine Dried and Engine Sized 
Writing Papers 


Extra Grade, Super, M. F., Antique and 
Deckle Edge Book Papers 





Cover and Plate Papers, and Specialties of Every Variety 


P ARSONS BROTHERS SALESMEN ARE. LOCATED AS FOLLOWS 
ran «7 [Expert Agents BOSTON: 176 Federal Street PHILADELPHIA: The Bourse 
_NEW YORK WELLINGTON 
LONDON CAPE TOWN CHICAGO: Western Union Building NEW YORK: Vanderbilt Building 
SYDNEY HAVANA 
MEXICO CITY BUFFALO: Prudential Building 


Shippers to the New Xork Market 


Can secure CAR LO AD RATES on full cars 


CONTAINING VARIOUS MARKS, BY SHIPPING DIRECT TO 


The Duval Company 


C. LOUIS DUVAL, President and General Manager 


Warehousemen and Forwarders, 54 West St., New York 


WE MAKE A BUSINESS OF IN NEW YORK FROM DOCKS 
DISTRIBUTING AND TERMINALS 
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TRADE PERSONALS. 


Brown.—Charles D. Brown, of Charles D. Brown & Co., Bos- 
ton, who has been “under the weather” of late, spent a part of a 
day last week at his Congress street office, looking much im- 
proved and quite cheerful. 

Carson.—J. A. Carson, of Carson, Rowell & Co., Appleton, Wis., 
called on the trade in Chicago Saturday while returning from a 
Southern trip that took him as far as Texas. 

CuisHoLmM.—Hugh Chisholm, president of the International 
Paper Company, has gone to Portland, Me., to attend the funeral 
of Henry P. Cox, late treasurer of the Oxford Paper Company, 
who died very suddenly on Sunday last. 

Cowan.—The engagement of marriage was announced at Hat- 
field, Mass., last Thursday of C. E. Cowan, superintendent of the 
Smith Tablet Company, of Holyoke, and Miss Louise D. Wells, 
of Hatfield. Miss Wells is the daughter of D. W. Wells, a well 
known resident of the Connecticut Valley. 

De Haven.—E. P. De Haven, vice president of the McClelland 
Paper Company, Minneapolis, Minn., stopped in Chicago on a re- 
turn trip from New York to root at the Chicago-Minnesota foot- 
ball game. 

Ferry.—Harry J. Ferry, of the National Blank Book Company, 
and Mrs. Ferry gave their first at home reception at Holyoke last 
week Wednesday afternoon and evening. A large number of 
friends, including many trade representatives, were present. 

GoLtpMAN.—Sigmund Goldman, with the Perkins-Goodwin Com- 
pany, New York, was in Boston last week on a visit to Eastern 
paper mills. 

Hemincway.—C. S. Hemingway has closed his house in Hol- 
yoke for the winter. 

Hosin.—John Hobin, of the Port Huron Folding Box and Paper 
Company, has been making a business trip through Michigan. 

Kuppers.—B. Kuppers, of the Arabol Manufacturing Company, 
is calling on the trade in the Northwest. 

Locan.—Albert E. Logan is now representing the United States 
Envelope Company, W. H. Hill Division, in New York, with offices 
at 253 Broadway. Mr. Logan is the son of Oscar Alva Logan, of 
the same company, who represents the Logan, Swift & Brigham 
Division. 

Moore.—Frank C. Moore, formerly with the Tytus-Gardner 
Paper Company, of Hamilton, Ohio, is now with the Sabin-Rob- 
bins Paper Company, of Middletown. 

O’Keere.—Thomas O'Keefe, father of Edward O’Keefe, of the 
O’Keefe-Orbison Engineering and Construction Company, is ill, 
at the advanced age of ninety-seven years. He was a millwright 
by trade and assisted in constructing all the earlier paper mills in 
Appleton, being a very capable and active man in spite of his great 
age. 

Omter.—Hugo Omler, of the Whitmore Manufacturing Com- 
pany, was operated upon at the Holyoke City Hospital last week 
for appendicitis. He is reported as resting comfortably, and the 
wound is healing nicely. 

Smitu.—H. D. Smith, of the Riverside Fibre and Paper Com- 
pany, Appleton, Wis., was last week elected president of the newly 
organized Wisconsin Electric and Interurban Railway Associa- 
tion. Mr. Smith has been manager of the Neenah-Kaukauna line 
since the beginning. 

Smitu.—Verne C. Smith, superintendent of the Clinton Paper 
Company's mill, Clinton, Ia., was in Chicago last week, and had 
four cinders removed from one of his eyes. The oculist gave him 
hope that the sight will be restored in one eye. 

Spautprnc.—Charle$ F. Spaulding, formerly of the Wabash 
Paper Company, Wabash, Ind., late of the Albany Card and Paper 
Company, of Albany, N. Y., is in Interlachen, Fla., hunting and 
fishing. Mr. Spaulding will probably spend the entire winter in 
Interlachen. 


SpauLpinc.—Waldo F. Spaulding, of the Pepperell Card and 
Paper Company, East Pepperell, Mass., was elected last week Re- 
publican representative to the General Court of Massachusetts from 
the Twelfth Middlesex district by a handsome majority. 

Srrance.—John Strange, of Menasha, Wis., took a run down to 
Chicago on paper business the first part of last week. 

Syms.—B. L. Syms, formerly of the Syms & Dudley Paper 
Company, of Watervliet, Mich., and now a resident of the “mil- 
lionaire colony” of Greenwich, Conn., has just been elected a rep- 
resentative to the Connecticut Legislature. There is an excellent 
road for automobiles between Greenwich and Hartford, and his 
friends hope he will not be arrested for overspeeding. 

TooLte.—The fourth operation for appendicitis in the family of 
James W. Toole, general superintendent of the American Writing 
Paper Company, was performed last week when Miss Gertrude H. 
Toole was operated upon. Mr. Toole is quite sure that he has had 
experience enough in this line. 

Traver.—F. C. Traver, the Chicago paper jobber, was in Phila- 
delphia on a business trip last week. 

WERTHEIMER.—Mr. and Mrs. M. A. Wertheimer, of Kaukauna, 
Wis., are expecting to sail the last of next January for a trip of 
several months abroad. They will go by way of the Mediter- 
ranean. 

Wuirte.—H., E. White, vice president of the Minneapolis Paper 
Company, was in Chicago to attend a conference and other busi- 
ness last week. 

WituiamMs.—E. H. Williams, of the Williams-Gray Company, 
Chicago, was visiting the Ohio and Michigan mills last week. He 
will go to Kansas City on mill supply business this week. 

Wrort.—W. E. Wroe, of W. E. Wroe & Co., is in Louisiana 
with a party of Chicago friends on an annual hunting expedition. 
The party will spend two weeks in pursuit of wild turkey, quail 
and duck in the region 25 miles from Pollock, La. Mr. Wroe 
is one of the most ardent hunters in the paper trade, and always 
returns with some interesting game trophies. 

Yure.—W. A. Yule, of F. C. Huyck & Sons, was in Chicago 
Saturday. 


Big Cut of Miramichi Lumber Company. 


Bancor, Me., November 13, 1906.—More than 25,000,000 feet of 
lumber will be cut this season in the Miramichi Valley, New Bruns- 
wick, by the Miramichi Lumber Company, formed a year ago for 
the purpose of purchasing a large tract of timber land, one of the 
richest on the Eastern coast. Of this amount about half will be 
ground into wood pulp and shipped to the United States, chiefly 
to the mills of the International Paper Company in Maine. The 
remainder of the cut will be made into deals and shipped to Eng- 
land. 


I, P. Inaugurates Three Tours in Its Maine Mills. 
[FROM OUR REGULAR CORRESPONDENT.] 

Rumrorp Faris, Me., November 12, 1906—On the first Mon- 
day of November the paper mills at Otis, Falmouth, Riley and 
Livermore Falls were started up on the three tour system, instead 
of the old system, which included two tours of eleven and thirteen 
hours respectively. Under the new system the men of each crew 
will work eight hours, receiving the same pay as under the former 
system. Already about 150 men have been hired in addition to 
the old crews, this being necessary to make up the three tours. 

“MAINE.” 


Penobscot Log Boom Short This Year. 

Bancor, Me., November 13, 1906.—The Penobscot log boom will 
be completed this week, it is expected, and the total amount of 
logs rafted will be, it is estimated, nearly 79,000,000 feet. This 
falls below last season’s cut by 2,000,000 feet. 








November 15, 1906. PAPER TRADE JOURNAL 19 


UNBLEACHED SPRUCE SULPHITE FIBRE 
The Riordon Paper Mills, Limitea 


Head Office: Merritton, Ontario 








Capacity, 125 Tons Per Day 
“ HAWKESBURY ”— “MERRITTON”— 


Long cook, strong, white. Special cook for strong, clean papers. 


LEWIS F. HOUPT, Tripune BUILDING, CHICAGO 


New York Office, 913 Temple Court Building 
MANAGER OF SALES OF 

Munising Paper Co., Ltd. | Wayne Paper Mills, Ashuelot Paper Co. 

Detroit Sulphite Pulp and Paper Co. Georgia Mfg. and Public Service Co. 






ROOFS 


will be furnished and put on, or the 


: \ Ferrojinctave will be supplied and 
ROOFS for Paper and Pulp Mills, ss 


, é < the customer undertake the erection. 
Impervious Alike to Fire and The construction is simple and can 
Water, and More Durable Than be done by any intelligent laborer 


Roofs of Any Other Type about the mill. We furnish full 





particulars regarding the use of the 
— rare a Portland cement and other ingre- 





dients of which the coating is com- 
posed. The surface treatment of 
flat roofs is different from that of the 
steep roof. erroinctaves is not 
for roofs only, but for entire mill 
and factory construction. Especial- 
ly excellent for machine room floors. 


Write for the ( YerrojinclaveS Book 


The Brown Hoisting Machinery Co. 
CLEVELAND, OHIO 
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Sole Selling Agents 
Lewis Knorr 
Paper Co. 
Lafayette Box 
Board é Pe per 


Elkhart Bristol 


Board & Paper Co. 


And other leading 
manufacturers 
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Manufacturers of 
TheC.L.LaBoiteauxCompany |} | — | 
Pulp Board 
Folding Box Board 
Binders Board 
Bristol Board 


Cincinnati—Chicago—St. Louis 


Straw Board---Pulp Board---Folding Box Board 


COMPLETE CATALOGUE MAILED UPON REQUEST. 





Power Plant Piping comecete Heating Plants 


WILLIAM A. POPE, 79 Lake Street, CHICAGO 
THERE ARE REASONS FOR OUR REPEATED INSTALLATIONS 


ALL TYPES PAPER MILL.MACHINERY | 


HIGH GRADE IN EVERY RESPECT. EMBODYING ALL LATE IMPROVEMENTS 


Wet Machines, Stuff Pumps, Water Pumps, Finishing Cutters, Bundle Cutters, Ete. 
REWINDERS 
Improved “Leader” Screen BELOIT IRON WORKS) | 


Best in the Marke’ Established 1858 BELOIT, WIS., U. S. A. 


= Roy Patent Calender Roll Grinder 


ne 
Pit eA? Ae As Bes 


White for Information 





B. =. ROY & SON, nA 
A. KLIPSTEIN & CO. 


122 Pearl Street, New York 
283-5 Congress Street, Boston 17 Lemoine Street, Montreal 


50-52 North Front Street, Philadelphia 13 Mathewson Street, Providence 
136 Kinzie Street, Chicago 24 Catharine Street, N. Hamilton, Canada 


Dyestuffs and Chemicals 


CHINA CLAY, BLEACHING POWDER 


Worcester, Mass. 


PRINTERS OF SHEET, ROLL AND TISSUE 


TO THE TRADE ONLY 


Sheet Paper Roll Paper Shirt Wrappers Tea 
Wrappers Coffee Wrappers Soap Wrappers 
Match Wrappers Whiskey Wrappers 
Fruit Wrappers 


ALL ORDERS SHIPPED IN FIVE DAYS 
ROEBUCK & GIERING CO., Baltimore, Md. 





Sole Agts. for the SOCIETY OF CHEMICAL INDUSTRY, Basle, Switzerland 
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THE IDEAL 
FOURDRINIER PAPER MACHINE 


, 
| 
! 
| 
NEW DESIGN THROUGHOUT 
| 
| 
| 


Patented adjustable Suspension Fourdrinier runs a wire four to five weeks 
making hanging paper four rolls wide, 415 feet per minute. 


Extra heavy press and dryer part, with lots of room for carrying paper. 


All felt, paper and wire rolls have renewable Gun-Metal trunnion bearings with 
large grease pockets interchangeable from one end of machine to the other, which can 
; be done in five minutes’ time. All of these bearings can be packed with grease while 
machine is running, if necessary. 

Reels of extra heavy pattern can start, stop and make all adjustments from front 
c side of machine to get the proper draw from calenders to reels. This is accomplished 
- without the use of friction clutches in a durable and effective manner. 


THE SANDY HILL IRON & BRASS WORKS 


BUILDERS 


SANDY HILL, N. Y. f 





ee = 
~ 


THE SMITH & WINCHESTER MEG. Co. 


SOUTH WINDHAM, CONN. 


Paper Making Machinery 
Fourdrinier, Cylinder and e Cutters, Calenders, Reels, 
Wet Machines . Winders, Jordans 
ROLLS Haid ALL KINDS BAR JRIMMERG oe res 


‘SOLE OWNERS AND MAKERS OF 


CRANSTON “SE.° CUTTERS 


ONE om ESE GSE Se Se, Ce ee ee 
= er To a _ 





a 
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NEw YorK JOoTTINGS. 


The warehouse at 182 South street, occupied by A. Rinaldo & 
Co., paper stock dealers, was damaged by fire to the extent of about 
$4,000 last week. 





* 
* * 


Fire caused about $25,000 damage to the Federal Lithograph 


Company, 91-97 Horatio street, between Washington and West 
streets, on Wednesday night of last week. Three floors were com- 
pletely wrecked. The third floor, where the fire started, was used 
for the storage of paper and other materials. 
+ 
* * 


The directors of the Great Northern Paper Company have de- 
clared the regular quarterly dividend of 1% per cent. on the cap- 
ital stock, payable December 1. Books close November 26 and 


reopen December 1. 


* 
* * 


Commencing about the 1st of January the Continental Paper Bag 
Company will terminate its agency arrangement with I. Gilman 
& Co., who have been the distributers of its paper bags in Greater 
New York. The increased production of wrapping papers, tissue 
papers and toilet papers, and the extensive line of paper bags and 
flour sacks make it expedient for the Continental to deal direct with 
the jobbing trade. Henry Nias, manager of the New York sales 


department, will have charge of the New York jobbing trade. 


* 
* + 


The regular monthly meeting of the Paper Association of New 
York City was held on Thursday of last week at the meeting rooms 
of the Typothete, 320 Broadway. There was a large attendance 
present, and as there was nothing of pressing importance to come 
before the meeting the large number of members present was prob- 
ably due to the fact that the date of the banquet was to be an- 
nounced. George F. Perkins, Jr., as chairman of the banquet 
committee, reported that the Hotel Knickerbocker had been de- 


cided upon and the date set for December 5. 


> 
* * 


A meeting of the creditors of Melvin T. Hard, of 25 Beekman 
street, was held on Tuesday of this week. A special committee 
of the creditors was appointed to make further investigation into 
the condition of the firm. Another meeting of the creditors will 
be held on Friday, at which time the special committee will make 


its report and some definite arrangement be agreed upon. 


> 
* * 


It is reported that certain interests among the paper importers, 
as well as the importers of paper stock, are identified with a move- 
ment to form an association which will make a feature of protect- 
ing the rights of importers at the custom house. All previous 
attempts to organize such an association have failed, owing to 
mutual jealousies and lack of financial co-operation. It is said 
that the proposed organization will be charged with the investi- 
gation of complaints against the customs officers, and will supply 
the authorities with data bearing on the foreign market prices of 
goods and other details which have a bearing on the importation 


of merchandise. 


cd 
* * 


A fire last Sunday night in the wall paper factory of Frederick 
Beck & Co., Twenty-ninth street and Seventh avenue, resulted in 


a loss of $40,000. 
° oie 


The list of the city’s paper stock houses has this week been in- 
creased by one. Marcus Landau, who for the past ten years has 
been with M. Gottesman & Son, has started in business on his own 
account, with offices in the Tract Building, 150 Nassau street. 
Room 624. Mr. Landau will do a general business in all kinds of 


paper stock, both foreign and domestic. His long experience in 
both the paper and paper stock lines should stand him in good 


stead in his new venture. 


* 
* * 


Two vacancies have occurred in the board of directors of the 
Union Bag and Paper Company, one still remaining since the 
Moore brothers resigned some time ago, and the one created 
recently by the withdrawal of A. R. Bush, An influential di- . 


rector states that the board will be reduced to its present num- 
ber. An official of the company, commenting upon this statement, 
says that the directors have not even taken this question under 
consideration, and in his opinion he believes these vacancies will 
be filled at the proper time rather than reduced. 


A Shipping Guide to Export Trade. 


During the past ten years America has become the foremost 
country in the world in the export of manufactured goods, despite 
the fact that we pay less attention to foreign demand than the 
manufacturers of other countries. This shows the enormous possi- 
bilities of foreign trade which lie within our reach. 

American manufacturers are often deterred from seeking foreign 
business because of the many details which must be observed in 
making shipments. Orders amounting to millions of dollars yearly 
are lost to them because of their inattention to consular and other 
requirements in shipping abroad. The instructions which accom- 
pany orders are not always explicit on such points and are often 
incorrect and incomplete. Reliable information is therefore essen- 
tial and is hard to obtain. 

It is the purpose of the “Exporters’ Encyclopedia,” price $5, pub- 
lished by the Exporters’ Encyclopedia Company, 78 Broad street, 
New York, to make plain to the export shipper everything which 
must be done in making a foreign shipment. Every practicable 
route to every part of the world is given, the consular regulations 
and costs and the requirements of the transportation companies 
are fully explained for each country. 

It is possible, with this book at hand, for anyone to make a ship- 
ment to any country in the world with the same degree of security 
against fines, delays, etc., as if it were made by the most experi- 
enced exporter. : 

The book is particularly valuable to the manufacturer who gets 
occasional orders for export, as it equips him at once as fully as 
his more experienced competitors, while the latter will find it useful 
in answering those questions of detail which it is impossible to 
remember in full and which are so liable to change. 


J. Eugene Harding Elected to Congress. 


[FROM OUR REGULAR CORRESPONDENT. ] 

Dayton, Ohio, November 13, 1906.—The paper trade of the 
Miami Valley, and, in fact, of the country, has been honored by the 
clection of J. Eugene Harding to Congress in the Third District. 
Mr. Harding is the second paper manufacturer to represent the 
district, the late Paul J. Sorg having sat in Congress about eight 
years ago. M. V. 


The Canal at Fulton, N. Y., Closes Today. 


[FROM OUR REGULAR CORRESPONDENT.] 

Futton, N. Y., November 13, 1906.—The work on the barge 
canal at _his point up to now has not interfered much with the 
operations of the pulp and paper mills of this vicinity. The 
contractors are now, however, about to strike out where the mills 
will: be forced to suspend. Preparations for work on the canal 
near the Oswego Falls Pulp and Paper Company’s plant are now 
under way just south of the upper canal bridge. The canal will 
be closed on November 15 for the winter and the water will then 
be drawn off. w. ET, 
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In Towns. 


New York. 

CuHALMeERS.—J. W. Chalmers, of the West Jersey Paper Manu- 
facturing Company, Camden, N. J. 

Fiint.—John W. Flint, of the Claremont Paper Company, Clare- 
mont, N. H. 

Frrenp.—George E. Friend, of the Friend Paper Company, West 
Carrollton, Ohio. 

Fursish.—W. D. Furbish, of C. D. Brown & Co., Boston, 
Mass. 

Goutp.—G. H. P. Gould, of the Gould Paper Company, Lyons 
Falls, N. Y. 

Hastincs.—Arthur C. Hastings, of the Cliff Paper Company, 
Niagara Falls, N. Y. . 

Jones.—N. M. Jones, of the Katahdin Pulp and Paper Company, 
Lincoln, Me. 

Keyes.—George T. Keyes, of the Nashua River Paper Company, 
East Pepperell, Mass. 


Kimper_y.—J. A. Kimberly, of the Kimberly & Clark Company, 
A 


Neenah, Wis. 

Know.tton.—George W. Knowlton, of the St. Regis Paper Com- 
pany, Watertown, N. Y. 

Ourterson.—C. E. Outterson, of the Analomink Paper Company, 
North Water Gap, Pa: 

Ourterson.—J. A, Outterson, of the Dexter Sulphite Pulp and 
Paper Company, Dexter, N. Y. 

Romaine.—R. P. Romaine, of the Windsor Paper Company 
Division of the American Writing Paper Company, Windsor Locks, 
Conn. 

SHERMAN.—George C. Sherman, of the St. Regis Paper Com- 
pany, Watertown, N. Y. 


Boston, 

Bairv.—George K. Baird, manager of the George K. Baird Paper 
Company Division of the American Writing Paper Company. 

CamppeL_t.—R. C. Campbell, manager of the Oakland Paper 
Company Division of the American Writing Paper Company. 

CaRPENTER.—F. P. Carpenter, president of the Amoskeag Paper 
Mills Company, Manchester, N. H. 

Fetcu.—F. W. Felch, of New York city. 

Fiint.—John W. Flint, president and treasurer of the Clare- 
mont Paper Company, Claremont, N. H. 

Hewnry.—John B. Henry, of J. E. Henry & Sons Company, Lin- 
coln, N. H. 

Jacxson.—Benjamin M. Jackson, of Linton Brothers & Co., 
Pawtucket, R. I. 

Jones.—Hon. N. M. Jones, of the Katahdin Pulp and Paper 
Company, Lincoln, Me. 

Linton.—James Linton, of Linton Brothers & Co., Pawtucket, 
ae 

Mayo.—Charles S. Mayo, of the Merrimac Paper Company, 
Lawrence, Mass. 

Quimx.—Dan. E. Quirk, Jr., with the Peninsular Paper Com- 
pany, Ypsilanti, Mich. 

RanpbALL.—Charles P. Randall, of the Parsons Paper Company, 
Holyoke, Mass. 

TempLe.—Fred Temple, representing the Merrimac Paper Com- 
pany, Lawrence, Mass. 

Watter.—T. T. Waller, manager of sales of the International 
Paper Company, New York. 

Wuirte.—R. D. White, representing the Hampden Glazed Paper 
and Card Company, of Holyoke, Mass. 


The big additions to the Smith Paper Company’s Centennial 
Mill at Lee, Mass., are up and under roof, and the setting of the 
machinery is going on rapidly. 


OBITUARY. 


Abert A. Pau, 
Albert A. Paul, aged sixty-six, a well known resident of Holyoke, 
and prominently known to the trade, died at the Holyoke City 
Hospital after a long illness last week. 





A. R. CusHMAN. 

A. R. Cushman, of North Amherst, Mass., for forty-two years 
a manufacturer of cardboard in a small way, died at his home last 
Saturday morning. He was seventy-five years old and had suf- 
tered a long illness. He served in the Massachusetts Legislature 
a number of times from his district. Mr. Cushman is survived by 
a widow, three sons and a daughter. 





JoserH Sicarp. 

Joseph Sicard, of the Hampden Glazed Paper and Card Com- 
pany, died at his home in Holyoke last Wednesday after a brief 
illness. He was fifty-five years old and had been with the company 
for twenty-five years. He is survived by a widow and six chil- 
dren. The funeral was held Saturday morning. 





Rosert Prive. 

Appteton, Wis., November 12, 1906.—Robert Pride, of Appleton, 
died in a hospital in Chicago last week, where he had gone to have 
an operation performed. The deceased was the father of C. B. 
Pride, of Appleton, the paper mill architect; A. M. Pride, manager 
of the Tomahawk (Wis.) Paper Company, and of Mrs. Harry 
Pope, whose husband is connected with the Great Northern Paper 
Company in Maine. Robert Pride was himself interested in the 
paper industry in previous years, having been, a number of years 
ago, proprietor of a wood pulp mill at Kaukauna, and later of a 
similar mill in Appleton. He was seventy-seven years of age at 
the time of his death. Fox River. 





Henry P. Cox. 
[From OUR REGULAR CORRESPONDENT. ] 

Rumrorp Fats, Me., November 12, 1906.—Henry P. Cox, presi- 
dent of the Oxford Paper Company, of Rumford Falls, dropped 
dead at his home on Western Promenade, Portland, Sunday noon 
from heart failure. Mr. Cox had for several years been iden- 
tified with the Oxford Paper Company as director, and was later 
elected president, succeeding the Hon. Waldo Pettingill. 

The deceased was born in Brunswick October 5, 1849. Besides 
being connected with the Oxford Company Mr. Cox was also a 
large owner in the National Bank at Rumford Falls, and was 
financially interested in many of the enterprises in Rumford Falls. 
He was one of Portland’s foremost business men, a Republican 
in politics, and had frequently been urged to accept nominations 
for mayor, but refused, his only public office being as a member 
of the Portland common council. In the business world of the 
State Mr. Cox was one of the most enterprising, upright and far- 
seeing financiers. “MAINE.” 


Contract for New Mill of Pairpoint Company Let. 

New Beprorp, Mass., November 13, 1906.—The contract for the 
construction of the new paper mill for the Pairpoint Corporation 
has been let to the B. F. Smith Company, and the work on the 
building will begin next Monday morning. The building will be 
of novel construction, reinforced concrete, the first building of such 
a character to be erected in this city. This construction is util- 
ized for the reason that the building can be erected more quickly 
than by the use of any other construction material. 

The building is to be erected on the land which the corporation 
recently purchased from the city. It will be 320 feet long, be- 
tween 80 and 90 feet in width and one story in height. Work on 
the building will be rushed, the intention being to complete the 
structure this fall. 
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THE CENTRIFUGAL SCREEN 


This illustration is taken from a photograph and shows in true proportion the relative sizes of | 
THE CENTRIFUGAL SCREEN. The small size has a capacity of from five to fifteen tons and | 
the large size twelve to forty tons dry weight of pulp per twenty-four hours. The capacity is con- " 
trolled very largely, of course, by the size of perforations used. We are able to give any sort of » 
reference desired for work accomplished on sulphite, soda or ground wood fibre. 


BAKER & SHEVLIN CO., Sole Manufacturers, SARATOGA SPRINGS, N. Y. 
DOWNINGTOWN MANUFACTURING CoO. 


East Downingtown 
Pa. 
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Special Shaped Carbon, Black Diamond, POINTS FOR TURNING 

New York Office: HENION & HUBBELL, Agents, Paper, Cotton, Chilled Iron and Hardened Steel Calender Rolls, 
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LAWRENCE, PUMP AND ENGINE Co. 


P.O. BOX 70, LAWRENCE, MASS. 


‘Vortex Pumps 


Our ‘‘ Vortex’’ Double Suction Pumps, from new designs, are result of 20 years’ 
experience and are superior to any double suction centrifugal pump on the market. 


Ask Us to Explain Their Advantages 
Our Special “‘ Vortex’? Type EI Pumps are designed and built for the exact conditions 
of the particular case involved, and their efficiencies are guaranteed, 


Agents: HAROLD L. BOND CO., 140 Pearl Street, Boston; 
CHAS. F. CHASE, 39 Cortlandt Street, New York, also The Bourse, Philadelphta. 
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OR economical speed changing, 
for instantaneous result with 
absolute positiveness of action 

for minimizing time and labor cost, for 
that smooth, even run that furnishes 
quality to the sheet, there is no system 
that can compete with the Reeves variable 
speed transmission. So quick of action 


is it that it responds instantly, making 





the change from fastest to lowest or to 


any gradation within the range without the loss of a single sheet. The hundreds now employed in 





the mills and the fact that practically all new machines are equipped with it by the machine builders, 


is the best evidence of its economy. It will pay for itself in clipping off superfluities of production 





cost. Judged on its record, no mill where speed change is required can afford to be without it. 


THE REEVES PULLEY CO. 


Columbus, Indiana 
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OFFICES PLUS STORAGE SPACE—NEW PLAN. 


The Magarge & Green Company, of Philadelphia, Follows the 
Lead of Two Other Houses in Giving Up Its Warehouse. 


[FROM OUR REGULAR CORRESPONDENT. ] 

PHILADELPHIA, November 13, 1906.—Following the example of 
many other paper firms, the Magarge & Green Company has de- 
cided to give up its offices and warehouses in the Sixth street dis- 
trict and to take instead a suite of offices and space in a storage 
warehouse for stock. 

For almost twenty-seven years the company has occupied the 
building at 25 South Sixth street. Increasing business made the 
quarters too small and they were also not adapted to carrying the 
heavy weights of the larger stock required by the company. The 
solution of the problem which confronted the firm was found in 
the lease of offices 303 and 304 in the Mutual Life Building, 1001 
Chestnut street, and in quarters at the large modern warehouse, 
1210, 1212, 1214 and 1216 Race street. On November 26 the firm 
will remove to these new quarters. 

Its business at the present time is devoted almost exclusively te 
book papers. No departure in business or personnel will result 
from the changed location. But the firm’s removal will cause to 
disappear one of the best known landmarks in the old Philadelphia 
paper district. 

Within recent years J. B. Thomas & Co., the Huff Paper Com- 
pany and a number of other firms have given up combined offices 
and warehouses in favor of separate offices in office buildings and 
facilities in public storage warehouses. E. R. G. 


Turbine Water Wheel Tests. 


A paper of unusual interest to engineers and users of water 
power is a compilation of turbine water wheel tests and power tables 
that has just been issued by the United States Geological Survey 
as “Water Supply Paper No. 180.” The results of tests of McCor- 
mick, Hercules, Samson, Swain and other modern wheels by the 
Holyoke Power Company serve as a basis for the bulk of the data, 
but other tests and manufacturers’ tables have been utilized when- 
ever available. 

One object of the paper has been to furnish information re- 
quired in measuring the flow of streams where the turbine is 
used as a water meter. The paper contains rating tables and the 
results of tests of different makes of turbines with register, pivot 
or cylinder gates, so that the power developed at the mills and the 
quantity of water used can be determined from the size and type of 
the wheels. As the water rights of mills can often be definitely 
ascertained only from the quantity of water used, and as some of 
the wheels are no longer built or catalogued, the records of tests 
of the older types will be of great value to engineers who may be 
required to determine questions of water rights. The paper con- 
tains also a clear presentation of the evolution of the different 
types of turbines, all available data relative to the efficiency of the 
wheels and the power developed, a description of the best methods 
of turbine setting and arrangement, and a discussion of the condi- 
tions that govern the economy in size and number of turbines used. 

This paper, which may be obtained on application to the director 
of the United States Geological Survey, Washington, D. C., is 
probably the only published compilation of such data. Many wheels 
have been tested, but as a rule such work has been done for private 
parties, and the results have not been available to the engineering 
public. 


‘ 
Dutch Straw Board Absorbed by British Houses, 
In transmitting the following report Mr. Voorvinden (American 
vice consul general), of Rotterdam, says that it is almost impossi- 
ble to secure any reliable information from the manufacturers, 





who either refuse to give information or leave his communications 
to them unanswered. 

Americans who have tried to purchase straw board direct from 
the Dutch manufacturers, and who have come to the Netherlands 
for that purpose, have informed the consul of their failure to enter 
into direct trade, for the reason that the manufacturers have con- 
tracts with British houses for all they can turn out. 

The profitableness of the straw board manufacture in the Nether- 
lands depends wholly upon the price of the straw, which ranges 
from $4.80 to $9.60 per metric ton (2,204 pounds), delivered at the 
factory. Last year the price ranged from $7.20 to $8 per ton, while 
the present price is $8. The Dutch straw board factories being 
operated by private parties are co-operative combinations, and not 
by limited companies, no dividends are published. 

Neither the amount of straw board produced nor the amount 
exported can be ascertained from the parties directly interested, as 
there are no official statistics from which the information might 
be secured. 

Tt is estimated that 200,000 tons of straw are consumed annually 
by the Dutch manufacturers, and as the straw board produced 
amounts to 60 per cent. of the raw material, the whole output of 
the country may be estimated at about 120,000 tons per annum. 

The export of straw board from this consular district to the 
United States is insignificant, viz., $512, $1,977 and $242 for the 
fiscal years ended June 30, 1904, 1905 and 1906, respectively. 


Hartford City (Ind.) Paper Company to Put in Motors. 

Hartrorp City, Ind., November 12, 1906—The Hartford City 
Paper Company is receiving plans and specifications for the instal- 
lation of electric motors in its mill, which means an expenditure 
of $20,000. 


Swedish Mechanical Pulp. 


At a recent meeting of the Scandinavian Wood Pulp Society, 
Swedish section, it was stated that the production of mechanical 
wood pulp would this year be considerably under what was ex- 
pected. The present scarcity of water will also probably have a 
bad effect on next year’s production. An increase in prices may 
therefore be expected. 


Pushing Work at North Anson, Me. 


Nort Anson, Me., November 13, 1906.—At the plant of the 
American Pulp, Paper and Lumber Company great progress in 
the work is being made. Everything, including the weather, is most 
favorable. The cement and stone foundation for the wood pre- 
paring room is well under way, as is also the canal. The ledge 
excavations on the dam are all completed. 


The Pulp Situation in Norway. 

According to Farmand, English paper makers are beginning to 
raise their limits for mechanical, but not sufficiently to bring about 
business. Pulp makers are not willing to repeat offers of a short 
time ago. A good percentage of next year’s production, both in 
Norway and Sweden, has already been sold. A number of pulp 
mills in Sweden and Finland are standing idle for want of water. 
Quotations: Kr. 33 to 34 f. o. b. for good ordinary brands of 
moist, 


The New York Continental Jewell Filtration Company, 15 Broad 
street, New York, is sending to its customers a neat sign in the 
way of an advertisement. It is in the shape of a hanger, the let- 
tering being metal, mounted on wood. Although it takes up very 
little space, it is gotten up in an attractive style, and will no 
doubt accomplish the purposes for which it was intended. Anyone 
in the trade who has not received one of these signs and desires 
one can obtain same by writing the company at address given. 
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NEXT WEEK’S RUN OF SPECIALTIES. 


What Specialty and Color Mills Will Make During the Week 
Beginning Nov. 19—Dealers Can Shape Orders Accordingly. 


Following are the grades of paper upon which the mills named 

will run during the week beginning November 19: 
Cover. 

Niagara Paper Mills, Lockport, N. Y.—Homespun and Taffeta. 

American Writing Paper Company, Crocker Manufacturing 
Company Division, Holyoke, Mass.—Standard in Emerald Green, 
Old Gold, Cherry, Dark Blue, Yellow and Pearl. Elite in Tama- 
rack. Paradox in Azure. 


SUPERFINE, 
Hammermill Paper Company, Erie, Pa. 
Bonps. 
Hammermill Paper Company, Erie, Pa. 
Fats, 
Hammermill Paper Company, Erie, Pa.—Laid in colored. 
FOLDER: 
Hammermill Paper Co., Erie, Pa. a 


Boarps. 
Fort Orange Paper Company, Castleton-on-Hudson, N. Y.— 
Buckskin Jute Plain, Buckskin Jute Grained, Double News Lined 


Columbia, Textile Board Single, Textile Board Double and Patent 
Coated Box. 


Carp Mipp.es. 
Fort Orange Paper Company, Castleton-on-Hudson, N. Y.— 
News. 
CasH REGISTER, 
Fort Orange Paper Company, Castleton-on-Hudson, N. Y. 
TISSUE. 
Lambertville Paper Company, Lambertville, N. J.—Yellow Rail- 
road Copying and Pure Jute Manila. 


Failure of Bagasse Scheme in West India Island. 


Consul A. J. Clare supplies further information relative to the 
proposition to manufacture paper from bagasse, or sugar cane 
refuse, writing from Barbados: 

Prof. Adolph Sahlstrom, of Sweden, proposed to form a syn- 
dicate to manufacture paper pulp from bagasse by a process which 
he had patented in this island. A so called syndicate was formed, 
although in reality no agreement in writing was made. The prin- 
cipals were several local business men and the professor. No 
money was subscribed. Upon investigation it was found that the 
planters would not sell bagasse at $5 per ton, the price which was 
offered by the syndicate. The offer was then raised gradually to 
$10 per ton, and at this figure there was some talk of organiza- 
tion by the so called syndicate, which proposed to purchase about 
30,000 tons annually. The planters, however, upon second thought, 
decided not to sell bagasse at that figure, as fuel would have to be 
purchased in its stead, which from an economic standpoint would 
not be profitable. The proposition has thus been abandoned by 
the so called syndicate. 

There is now some talk that a syndicate may be formed in 
British Guiana, where bagasse is more plentiful and not so much 
in demand for fuel as in this island, but the proposition has not 
yet gone beyond the talking stage. 


Chemistry Reveals Where Pulp Logs Are Cut. 

Wood logs cut during spring time, when the sap is rising, and 
stored on the daenp forest soil, will frequently show a dark ap- 
pearance of fungi unfer the bark that will rapidly increase its de- 
structive element by rendering the logs nearly useless for the grind- 
ing of wood pulp. Steaming of the wood has not proven to be a 
sufficient cure. 

The buyer of wood prefers the logs cut during the cold winter 


time, that have not been piled in too close proximity, thereby al- 
lowing a circulation of air. 

A good way to examine wood logs consists in dipping the stick 
in a solution of iodine of potassium. In case we observe a blue 
coloration on the wood, the appearance proves the presence of 
starch formed in the wood during the winter season; when on the 
contrary a yellowish appearance would prove that there exists no 
starch formation, and consequently that the wood has been cut 
during the rising of the sap in the spring. 

After the fungoid growth has increased, and even where it ap- 
pears on steamed logs, I would propose to separate the latter and to 
have a proper disinfecting material spread over the same by brush- 
ing. A delayed disinfection would produce a heavy loss. 


The simplest remedy I have found is obtainable by a solution of 


25 grams of salicyclic acid in a litre of common alcohol, or else 
in trying the new disinfecting remedy “Pinol,” derived from the 
black pine (Pinus austriaca), which is a non-poisonous tar prod- 
uct, differing in this respect from the great number of disinfect- 
ants. This oil is obtainable in the concentrated condition, and can 


be diluted with cold water. For obtaining best results with this 


harmless remedy it is advisable to procure a disinfecting apparatus. 
—From Papierfabrikant. 


Destination and Value of Our Paper Exports. 


The table printed below gives the valuation of our exports of 
paper and the various countries to which we made shipments dur- 
ing the nine months ended September 30, 1906, including the figures 
for the corresponding period last year: 


Exported to— 1905. 1906, 
OE NOUNS oc inwic son's s sak oucen $1,738,621 $2,039,436 
EP OC ae 60,468 67,435 
SNS i ood bun ea uae i ner neh ewer ne ese 39,495 40.551 
A: cl ony nauencuvener eke arse oe 145,128 209,689 
rere ee re ee 13.980 12,622 
I Se acc kauatweeecca saan ds 41,070 78.7909 
CE NE cca kawcs Sphtw sn eesswan 42,276 58,019 
British North America................ 1,593,133 1,764,519 
Central American States and British 

NNN tee hes oe an ons ate waka 144,762 131,256 
NE cette ticks Me oes dy wi sna seals 447,004 481,208 
ee ee i Oe eee 306,298 372,806 
Other West Indies and Bermuda...... 97,833 96,917 
PUNE e845 bie nue ahah Sie sosa ls 199,247 224,689 
REE ccve cobsibasacekbaskocsp igbaavcs 54,878 62,000 
CE ic uiccitee oMaabahee Spe ales ca kee 187,801 178,824 
ER ois ace Gees antec ek ana el 28,171 17,583 
fee eet eye 35,054 31,318 
Other South America................. 79,607 83,268 
CRS NIN: gs osx3 254 vicswarnse nies 33,104 81,065 
nC Ny MMOS =... i ceeniess chun 45,498 36,184 
Nea aia 's phrase WEA Te LAT SSS 349,176 903,045 
i UNM 55 onic ce ads as tines 612,521 666,858 
Pee THIAMIN iain cc ics ce isacssnas 107,821 98,304 
Other Asia and Oceania.............. 16,845 30,456 
eh ADRs iis So hss dnbages canes 83,215 70.884 
A alt BEG. 3 da dina sets os taween 6,612 7.519 
Caer COMMIS « ico nva Re dis oxes cas oak 99 714 

TORR acc bie ase ees $6,509,807 $7,847,048 


H. A. Moses, treasurer of the Mittineague Paper Company of 
Mittineague, Mass., is credited with having been granted a patent 
last week on a pulp refining engine. C. E. Pope, of South Hadley, 
Mass., is also mentioned as having invented a machine for steril- 
izing and softening paper, while F. B. Klein, of Springfield, has 
secured a patent on a pasteboard box. 


ee eee 
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| [inoxcsexcowan] RATNBOW 


INDEPENDENT MANUFACTURERS OF CASEIN 


you want it. e make Shlac-Lac too 


FACILITI None better. None greater and growing all 


the time. Every new customer insures our fu- 
ture and your safety from trust greed. We make Shlac-Lac too 


TRY SHLAC-LAC GLUE 


The only fast color waterproof glue made. Prices and samples if you ask for them 
REMEMBER US ON Casein and Shlac-Lac Glue. 
- 


UNION CASEIN COMPANY, PHILADELPHIA 


QUALITY Bra“ aie || 
P R ] . E Silo gen a shade under the onigmite Si | | 
QUANTITY“ you want—when you want it and where 





The Union Sulphur Company 


CG. he Marker ™@ The only thoroughly reliable flange packing in the world. 
Producers of the Highest rade Brimstone on the Marke Oink Vane anders anes OP eam earnest 


_ (Sulphur, . . . 99.9 per cent. oil, ammonia, air or cold water joints. @ Eighty-five per | 
Average Analysis ; - : : , 
( Organic Matter, . .1 per cent, cent. of the power houses in the United States use the ; 


Absolutely Free from Arsenic or Selenium Celebrated Rainbow Packing 


The Largest Sulphur Minein the World Isn't this a flattering testimonial ? 


Calcasieu Parish, Louisiana 





Manufactured, Patented and Copyrighted Exclusively by 


Main Offices, 82 BEAVER STREET, New York Peerless Rubber 
Manufacturing Company 


16 Warren Street, New York 
J = a F i = vd Chicegt, = goon ae Pr ee eee aa 


Water St Occidental Ave 


Indianapolis, Ind., 18 S, Capitol Ave. Kansas City, Mo., 1221-1223 Union 
ea VES MACHINERY Louisville, Ky., 111-121 W. Main St \ve. 


New Orleans, La., Cor. Common and Waco, Tex., 709-711 Austin Ave. 
a1 eee At eet) acme) Cchoupitoulas Sts. Pittsburg, Pa., 634 Smithfield St. 


" ay sng ah spinor ’ Omaha, Neb., 1218 Farnam St. | Atlanta, Ga., 7-9 S. Broad St. 
d Richmond, Va., 1323 E. Main St. Columbus, Ohio, Cor. Long and Third 
¥ ’ Philadelphia, Pa., 220 S. Fifth St. Sts 
THE JEFFREY MFG.CO. Columbus,0. Dallas, Tex., 177 Elm St. Cleveland, Ohio, 61 Frankfort St 
Memphis, Tenn., 228 Front St. Buffalo, N. Y., 43-45 Pearl St 
“t. Louis, Mo., 1213 Locust St. Boston, Mass., 110 Federal St 
Denver, Col., 1621-1639 17th St. Syracuse, N. Y., 212-214 S. Clinton 
San Francisco, Cal., 17-23 Beale St St. 
and 12-24 Main St. Rochester, N. Y., 55 E. Main St. 


OUR VERA PAPER SIZE 


is the purest, strongest and highest free rosin size 
made. We can furnish you with an ideal rosin 
size and patented apparatus to use same. 


OUR VERA MILL SIZE 


is the best soluble paper makers’ rosin size made. 
Ready to use in cold or warm water, in the ordi- 
nary way without apparatus. Gives better satisfac- 
tion and is more economical than mill made size. 


perl \/ Ae : Be A Z ANT ¢ ean aa 
=~ MILWAUKEE WIS ~ NES NO sconteeinaiaceetiane —+~4 STONEHAM, MASS, 
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EDWARD D. JONES, President EDWARD A. JONES, Treasurer 


E. D. JONES & SONS CO. 


PITTSFIELD, MASS. 
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PATENT IRON OR WOOD TUB BEATERS, WASHERS OR MIXERS ROTARY FIRE AND SUPPLY PUMP 


MANUFACTURERS OF 


Paper Making Machinery 


Mechanical 
Engineers 







PATENTED WOODEN SECTIONAL SUCTION BOX COVERS OF EITHER STYLE 
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TURBINE WATER WHEELS 
FLY BARS AND BED PLATES 
OF ALL KINDS 


Beating Engines Thrasher Dusters 
Washing Engines Fan Dusters 
Mixing Engines Arm Dusters 


. oo aa 7“ 
Bleaching Engines Railroad Dusters 


SHEFF EFEFIFFFF EF EFFFFFD EFSF EEO++>EFSESEFEFFSSES SESE OO ODOEEEFEFEFEFEFEFEFEFFSFFFSFFFFFF FF EF SOOO OS 


PISS FFFFFFFFF FF HH FHF esseoooos 


Jordan Engines Devil Dusters 
Rotary Pumps Wheat's Rag Dusters WAGG’S MAJESTIC JORDAN 
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Power, Lighting, Heating, Ventilating and Drying Improvements and Extensions to Old Plants 
Complete New Plants a Economies in Steam Generation and Utilization 
Economies in Power Development, Transmission and Application 


PRATHER ENGINEERING GOMPANY 


HENRY B. PRATHER, PRESIDENT 


ROCKEFELLER BUILDING, CLEVELAND, OHIO 


OUR SPECIALTIES de 


The Design of the “Steam End” of Paper, Pulp and Textile Mills and Factories. 
ECONOMIES in the “Steam End” of Mills already equipped. 

Improvements of Old Plants. Coated Paper and Other Drying. 

Lithograph and Printing Establishments—Ventilation and Power Transmission. 








We make a study of your conditions and arrangements for Steam Generation, Transmission, 

and Utilization in Drying, Beater Water Heating, Lighting, etc. ; arrangements for Power ) 
Development, Transmission and Application, and suggest improvements and changes which will } 
save you money by increasing your efficiency of operation and reducing the cost of production. 





We should like to call and look over your plant. No charge for inspection. No proposition 
to submit to you unless we can guarantee results 


WRITE FOR INFORMATION OF OUR WORK IN PAPER MILLS AND OTHER BIG PLANTS 


IF YOU WISH A REASON (or our growing trade in Roll Bars and Bed Plates you will find it in . 
the following : ! 
ist. Careful selection and rigid inspection of the steel used in their constrnction. | 
2d. Exactness of the carbon quality, enabling them in each case to beat to the best advan- 
tage the stock to be worked. 
3d. Ability to hold their edges under the severest work. 

AND, FINALLY, the adoption of our line by mills of national reputation, who have made the most 
exacting tests of the various makes, and have decided on our Bars and Plates as embodying those 

qualities which render paper making more of a profitable operation. 


rstattona ey, TR. J. DOWD KNIFE WORKS, Beloit, Wis. 
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PUBLISHED EVERY THURSDAY 
by the 
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A Sliding Scale of Discounts in Manilas. 


It is reported that the members of the M. & F. Association pro- 


pose to grant discounts in proportion to the size of the orders re- 


ceived. For instance, one per cent. off for a one carload order; 


two off for an order for 100 tons, provided the paper is taken 
two and one-half off on orders for more 


within three months; 


than 100 tons taken within three months. 


Objection is already heard to this alleged sliding scale on the 


ground that the big buyer would enjoy too great an advantage 


over his smaller competitor. In the plan there is also no special 


mention of the jobbing trade, which naturally looks for some 


slight concession in its favor over that of the large consumers. 
New York this 


Association. 


It is reported that conferences are “on” in 


week on the new proposition of the M. & F. 


Trade Interests Conflict. 


This has been an eventful week in the paper trade. Not for a 


long time have its members been stirred by so much that concerns 


their commercial welfare. Briefly stated, the interests of the 


and the dealers have clashed over the question of 
The 


the book manufacturers 


manufacturers 
giving the latter some preference over the large consumer. 
customs” by 


adoption of a list of “trade 


has brought up the question in that line; while in the manila 


branch the propased new rules for making discounts commensu- 

rate with the size of purchases have aroused the wrapping trade. 
As numerous conferences have been held this week over the 

matters in dispute, and as there is at present strong likelihood 


that an amicable adjustment of the questions at issue will be 


reached, the trade should wait for the results of these conferences 


instead of jumping at conclusions. In view of the great interests 


at stake and the possible disruption of the pleasant relations of 


both branches of the trade a cautious, calm, diplomatic handling 


of the points at issue is counselled. Old connections should 


not be broken ruthlessly, even if one party in interest has the 


lf, as 


this is a transition period in which the old ways of 


power to disregard its former dependence on the other. 
some claim, 
marketing paper are giving way to then, let 


new ones—well, 


them come gradually, 


Some Statistics of the Consuming Lines. 


The figures compiled for the census of manufactures which we 
print on page 7 of this issue are of considerable interest to paper 
men, as they reflect the modern tendency to consolidation—fewer 
establishments with increased output. 

In the paper bag branch of the industry there was a great de- 
crease in the number of plants since 1880, with a very great in- 
crease in the capital invested and in output. In the past five 
years, however, there has been but slight change in the number 
of factories; but strange to say the capitalization of the compa- 
nies in that line has been doubled. 

In bookbinding and blank books there has been a decrease in 
the number of plants since 1900 and a gain of about $4,000,000 in 
the capital invested. 
there 


In the manufacture of envelopes has been a gain of 


twenty-one factories in the past five years and a gain of about 
$2,000,000 in capitalization. 

In wall paper there has been an increase of forty-two factories 
in the country in the past five years, with an increase of about 
$7.000,000 in capitalization. 

The plants making “paper goods,” which includes a great many 
articles made of paper, show a decrease of seven establishments 
in the past five years, and a gain of about $4,000,000 in capital. 

Under the heading of paper and wood pulp the figures compiled 
for this census give 763 for the number of establishments in 1900 
The capital invested in 


$167,507,713 in 


and 761 for those in existence in 1905. 
industries is 


in 1905. 


the paper and 


1900 and $2 


pulp given as 


77-444,471 


The Agreement on Trade Customs. 


The action of the book paper manufacturers in agreeing on 


the terms and conditions upon which they will hereafter do 


business is greatly to be commended, uniform practice on such 
matters being for the best interest of both buyer and maker. 

In adopting these rules the book men are simply following the 
example of the English paper makers. The calendar issued by 
the Paper Makers’ Association of Gréat Britain and Ireland for 
1906 contains an almost identical list of trade customs as agreed 
upon by the Paper Makers’ Association and the Association of 
Wholesale Stationers. 

The adoption of the new rules will facilitate business, as there 
will be no chance for any misunderstanding in regard to weights, 
marking, &c. interpretation of the 


crating, Unanimity in the 


“trade customs” seems to be necessary, judging from the develop- 


ments of the week. 
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SALMAGUNDI. 


The completion of the $15,000 addition to the plant of the Albany 
Paper Company, of Albany, Ind., was celebrated in a novel way. 
Instead of the usual inspection of basements, first floors, ete., 
usually offered in the way of a housewarming, that event with this 
mill took the form of a stack climb. One of the parts of the new 
addition is a 126% foot high smokestack. Among the residents of 
the village stack climbing became quite a fad, and evening parties 
were organized for the tour. Bertha Barlow, said to be one of 
Albany’s most popular young ladies, was the only one of the fair 
sex who had the courage and necessary muscle to accomplish the 
ascent. 

ca . ot 

It was formerly the custom of a paper mill in Massachusetts 
to pay the workers semi-monthly, and the operatives having 
found the practice somewhat inconvenient from their standpoint, 
it was decided to send a delegate to the head of the firm to state 
their grievance. An Irishman, rather well known for his sagac- 
ity and persuasive powers, was selected for the task. He duly 
waited on the “boss,” who said: “Well, Michael, what can I do 
for you?” 

“Tf ye plase, sor,” said Mike, “I’ve been sint as a diligate by the 
workers to ask a favor of ye regardin’ the paymint of our wages.” 

“What do they want?” 

“Sor, it is the desire of mesilf an’ of ivery other man in the es- 


tablishment that we resave our semi-monthly pay every week.” 


. * 
* 


“Some people work hard to obtain wealth, while others have 
riches thrust upon them,” was the remark of a Watertown paper 
manufacturer when he heard of the death of Nelson Freeman, 
who died at Gouverneur, N. Y., last Friday. “I knew Mr. Free- 
man,” he continued, “back in the seventies, when he had noth- 
ing but a baldheaded farm near what is now Talcville. There 
was more bare rock than soil on the place, and Freeman, who had 
been trying to grub a living out of it for half a dozen years, be- 
came discouraged and was going to quit. He was persuaded to 
remain another year, and that made him one of the wealthiest 
men in St. Lawrence County without an effort on his part. In 
1875 a couple of men came to him and wanted permission to dig 
around the farm, and made an agreement to give him $1.50 a ton 
for what they carried away. They struck a bargain. The Free- 
man farm held the richest tale deposits in that section, and all 
its owner had to do was to receive his checks. Freeman stayed on 
the farm for awhile, then moved over to Gouverneur to build and 
occupy of the finest residences in the town. His income 
from the tale quarries was invested in business blocks and other 
paying property, and he leaves a property that would make glad the 
heart of any man in the paper business—a business, by the way, 
that makes talc mines a paying proposition.” 

a 


one 


“There is a superstition among railroad men to the effect that a 
time card printed on white paper is one that will soon be changed,” 
said President Sanford, of the Union Depot Company, Kansas 
City, the other day. “We issue time tables for the information 
of employees showing the hour of arrival and departure of each 
train entering the Union Station. The color of paper on which 
they are printed is changed from yellow to white and greén at in- 
tervals. It appears that the white time cards have not remained 
in effect a great length of time, and within a few weeks changes 
in train schedules would make new cards necessary. This year 
we issued a time card on July 29, which was printed on white pa- 
per, and it has remained in effect the longest of any time card in 
my experience as superintendent of the Union Depot, covering a 
period of fifteen years. The white card hoodoo thus receives a 
backset, but the railroad men about the depot contend that the 
exception proves the rule.” 


Lockwood’s “ The Trade Encyclopaedia.” 


The directory is now in its thirty-second annual edition. During 
all those years it has been the standard reference book of the trade, 
and today, with all those years of faithful service behind it, it lives 
up to the reputation that it has earned. 
leaders in the trade in.all sections. 


This is the testimony of 
The compliments received in 
regard to the last edition are many, and the kind words are phrased 
in various ways. One man says that the book is a perfect trade 
encyclopedia, another that it is a necessity to every paper man, an- 
other that it saves trouble, time and expense. 

It is noteworthy that the point that is emphasized is that to a 
man engaged in the paper business in any of its branches the book 
is a vital necessity, and that the possessor of a copy of the book 
does not look at it occasionally, but on the contrary consults it 
daily as to practical business matters. 

Nor are these testimonials mere pleasant sayings. They are ex- 
pressions of opinion by men and firms who buy the book year after 
year, use it in their business day after day and say that they cannot 
get along without it. These expressions are the result of experi- 
ence, and they show how thoroughly and completely the book is a 
vital part of the trade. 

There are those who have not yet placed an order for the book. 
They should do so at once, The demands on the edition are heavy, 
and there is a limit to the number of copies printed. If anyone 
fails to obtain a copy because the edition is exhausted, he will have 
only himself to blame if he does not send in his request at once. 
The price of the book remains at $3 as before, and orders should 
be sent to the office of the Lockwood Trade Journal Company, 150 
Nassau street, New York. 


LITTLE ESTABLISHES SCHOLARSHIP. 


The Well Known Boston Chemist Has Established a Scholarship 
for the Study of the Chemistry of Cellulose. 


[FROM OUR REGULAR CORRESPONDENT. ] 

Boston, Mass., November 13, 1906—At the meeting of the 
American Chemical Society and the American Association for the 
Advancement of Science, to be held in New York December 27, 
Arthur D. Little, the noted paper mill chemist, of Boston, will 
preside as chairman of the section of Industrial Chemistry. Of 
late Mr. Little has been doing considerable work at his Boston 
laboratory, testing paper for the United States Bureau of Stand- 
ards at Washington, D. C. Mr. Little has recently established 
a scholarship at the Massachusetts State Institute of Technology 
for the study of chemistry of cellulose. DELESDERNIER. 


EDWIN BUTTERWORTH & CO. 


MANCHESTER, ENGLAND 





Packers of all kinds of 


PAPER STOCK, COTTON WASTE AND 
BUFFALO SIZING, 83 GUNNY BAGGING, Etc. 
Sole Agents HAFSLUND 
BLEACHED SULPHITE PULP-BEAR BRAND 


Office in New York 
sae eM tees } Managers VANDERBILT BUILDING, 132 NASSAU ST 
Branch Office at Boston: 58 Federal St.—CHARLES H. WOOD, Mgr. 


WATERBURY 
FELTS AND JACKETS 


MANUFACTURED BY 


H. WATERBURY & SONS CO., Oriskany, N. Y. 


Adapted to every grade of paper from the finest to the coarsest. 
Our wet machine or pulp felts are unequalled for durability. 


For Writing and Ledger Papers WE GUARANTEE A FELT EQUAL 





TO ANYTHING PRODUCED IN 
THIS COUNTRY OR ABROAD. 
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Pulpand Paper Co. 


BROMPTONVILLE, QUEBEC 


BROMPTO 


High Grade Ground Wood for the Market 


aS. C. W. RANTOUL CO., Selling Agents 


Telephone No. 5545 Cortlandt. 41 PARK ROW, NEW YORK CITY 


DEAN & MAIN 


Mill Engineers and Architects 


EXCHANGE BUILDING, 53 STATE STREET 


BOSTON, MASS. 


PAPER AND PULP MILLS. 
STEAM, HYDRAULIC AND ELECTRICAL DEVELOPMENTS. 
EXAMINATIONS AND REPORTS OF PROJECTS. 





POLAND PAPER COMPANY 
BOOK PAPER 


MAINE 


MECHANIC FALLS 





WOOLWORTH & GRAHAM 
PAPE 


smporters of Paper Makers’ Materials. Export Agents for American 
Paper Manufacturers 


536 and 538 PEARL STREET “ 


MANUFACTURERS 
AND DEALERS 


NEW YORK 











Only to Wholesale Firms I deliver 
as specialty Bags for coffee, tea, 
cocoa, cigars, etc. 


GEORG GERSON 
PAPERWARES FACTORY 
Aschersleben, Germany 













IRA L. BEEBE CYRUS E, JONES 


IRA L. BEEBE & CO. 


Importers and Dealers in 


Mm Sulphite, Sulphate and Mechanical 


Woop PULP 


NEW YORK 





132 Nassau Street 





Pulp Stones 
ENGLISH, GERMAN and 
SCANDINAVIAN 
ALSO THE 
PATENT UNIVERSAL 





the construction of which gives 
to it advantages not found in 
the one piece stone. 


Let us tell you about them 
JEAN FREESE 
132 NASSAU ST., N. Y. 





WILH. MUNDS 


DRESDEN, GERMANY 
Representative for Fifteen Factories Central Office for the Sale of 


SULPHITE, SULPHATE AND SODA 


rPULPS 


Bleached and unbleached, in all qualities and all processes 
Specialty: The Most Strong Fibrous Qualities. Mitscherlich Process 
STRAW PULP—FIRST-CLASS BLEACHED 


READY WADE ROSIN SALE 





More Economical Than Mill Made Size 


Reliable No. I—25 per cent. free rosin—a hot water size. 
Reliable No. 2—36 per cent. free rosin—a cold water size. 
Special Sizes with up to 70 per cent. dry matter 
and 50 percent, free rosin, furnished cleaner, more 
uniform and considerably cheaper than by anybody 
wsen) else. 


ARABOL TIANUFACTURING COPPANY 


NEW YORK 
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THIS IS THE OLD WAY OF 


Cutting, Splitting and | 


Conveying Wood 


OUR WAY IS 


MORE MODERN 


Find out about it by sending for - No. 16 Catalogue NEW YORK BELTING & PACKING C0., Ltd. 


WM. E. HILL & CO. 


355 Park Street, Kalamazoo, Mich. 


INVENTOR OF THE 


GENUINE RED 
STITCHED COTTON DUCK 


BELTING. 


Work thatis 
Hard 


on a belt is the work 
for Gandy; that's 
why it is found in 
the largest | paper 
mills in the Country 
running cones, 


beating engines, etc. 
Let us send you! 
booklet, ‘““Experi- 
ence with Gandy"’ 
it's worth reading. 


GANDY BELTING 


C0., > amear 





‘A Good Paper Mill 


Should Have a 
GOOD BELT 


| 
| 
| 





‘T 84 6 PARA’”’ Belting is made of 


the strongest belting 
duck and best rubber for the purpose. Possesses 
greater tensile strength and will stretch less under 
a given load than any other belt. 


WE MAKE A SPECIALTY OF 
Press, Couch or Squeeze 


Rolls and Deckel Straps 
for Paper Manufacturers’ Use 


2 


SOLE MANUFACTURERS: 




























91 and 93 Chambers Street, New York 
BRANCHES: 
PHILADELPHIA, 116-120 No. Eighth St. SPOKANE, WASH., 168 So. Lincoln St 
CHICAGO, 150 Lake St. ST. LOUIS, 218 Chestnut St 
SAN FRANCISCO, \ BALTIMORE, 114 W. Baltimore St. 
OAKLAND, CAL. BOSTON, 232 Summer St. 
918 Broadway, | BUFFALO, 600 Prudential Bidg. 
INDIANAPOLIS, 229 So. Meridian St. PITTSBURGH, 528 Park Bldg. 
| Ghe ° 
Automatic 
66 99 
* 
Sprinkler 
Actual Approved and recommend- 
% ed by Insurance companies. 
Size 


A mica seated valveis used. 

Non-corrodible— non-ad - 
hesive — impenetrable — im- 
perishable. 

The “Esty” Sprinkler is tested 
under an air pressure of 300 pounds 
per square inch 

Adapted for either WET or DRY 
systems. May »e used either UP- 
KIGHT or PENDENT. 

The simplest, strongest, most 
sensitive, most reliable. and most 
effective sprinkler on the market. 

For full particulars, address 


H. G. VOGEL CO. 


12 & 14 Walker Street, New York * 


BRANCH ES: Buffalo, Philadelphia 
Boston and Montreal 
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TO REVIVE USE OF PAPYRUS. 


Smedley Norton, an English Traveler, Is Credited With a Project 
to Revive the Use of Papyrus for Paper Making—A Large 
Tract of Land Purchased in Egypt. 


[FRoM OUR REGULAR CORRESPONDENT. ] 

Lonvon, England, November 3, 1906—We read in the Daily 
News that success seems to have crowned the enterprise of Mr. 
Smedley Norton, the well known author and explorer, in his 
attempt to revive the papyrus growing industry of Egypt, which 
has been extinct for over a thousand years. A large tract of land 
is now under cultivation, and it is confidently believed that the re- 
sult will be the production of a better quality of paper than any 
yet on the market, at a much cheaper price. So long ago as the 
seventh century papyrus growing was a staple industry in Egypt, 
but through neglect the plant ceased to grow. What travelers on 
the Nile believe to be papyrus is nothing but Nile grass, which is 
quite useless for the manufacture of paper. Mr. Norton, who 
has explored Egypt successfully, obtained seed from remote part* 
of Syria and Palestine, principally from the vicinity of the Sea 
of Galilee and the River Jordan. Any endeavor to cultivate the 
plant there would be futile for commercial purposes, as there is 


no provision for the transit of the reed to the coast in adequate 
quantities. A specimen of the plant which was successfully raised 
on the Nile by Mr. Norton has been certified by Mr. C. B. Clarke, 
of Kew Gardens, to be the true papyrus, and after exhaustive 
experiments Dr. Quirin Wirtz, consulting chemist and analyst to 
the Paper Makers’ Association of Great Britain, has produced pulp 
which he pronounces admirable for paper making, and remarks that 
“its adoption is only a question of quantity obtainable, price, col- 


lection and freight.” 
Mr. H. E. Winter, who is closely associated with the scheme, has 


been interviewed by a representative of the Daily News. The 
following are his views: “All the pros and cons of the matter 


have been considered by a committee of experts, and the result 
has been that we see our way to putting on the market a better 
quality of paper than any yet made, at a price which, although 
lower than any other, will still leave a profit for ourselves. As 
something like £4,000,000 worth of paper is used in this country 
every year this will mean a big revolution in the paper trade. The 
present sources of supply of material for paper making are being 
used up so rapidly that the Norwegian Government recently had to 
legislate to prevent the depletion of their forests. The papyrus 
plant grows in water, and ranges from 7 to 10 feet high. Three 
crops can be gathered in the year—say. January, April and Oc- 
tober—and all that the plant needs is irrigation now and then. 
This will be easy, as the land where the papyrus is growing is 
under the level of the Nile. It has to be ploughed only once in 
five years, and that very deeply, so that, with cheap labor, the cost 
of production will not be great. We shall have 700 or 800 acres 
under cultivation at first, and shall be able to send over about 
100,000 tons of raw material in the first twelve months, commenc- 
ing next spring.” 

It is further stated by Mr. Winter: “To start with, we shall 
have the papyrus made into pulp in British factories, but later we 
shall have our own mill on the spot, so that the cost of freight 
will be considerably lessened when we export the material from 
Egypt in the form of pulp. Experiments have proved that the 
yield of papyrus pulp, after bleaching, is much larger than that of 
esparto pulp, and it is exceedingly strong. In the old days the 
natives used to make* suits of clothes and boats out of the paper 
made from papyrus. We shall make paper for newspapers and 
books, and also for wall decoration.” Briton. 


The city of Neenah, Wis., has just been mulcted $350 in damages 
for injuries sustained from deficient police protection during the 
paper makers’ strike of 1904. 


Order Lockwood’s Directory Before It Is Too Late. 


The orders for Lockwood's Directory for 1907 continue to 
come to hand plentifully, demonstrating that the wise ones in the 
trade know the necessity of possessing a copy of the work and 
putting it at work at the earliest possible moment. The book is 
such a vital factor in the everyday business life of everyone either 
buying or selling paper that the live dealer or manufacturer or 
converter cannot afford not to have a copy of the latest edition 
within reach. According to the testimony of the leading men in 
the trade the book is an indispensable and standard reference 
book. It earns its purchase price and enables its owner to keep 
in close and instant touch with all branches of the trade. Price, $3. 


Windsor ( Conn.) Co.to Buy “ River Mills ” at Gardner, Mass. 

GarpNeR, Mass., November 13, 1906.—A paper company from 
Windsor, Conn., has been inspecting the “River Mills,” of this 
place, with a view to buying them fora paper mill. 


New Paper Company Incorporated at Oakland, Cal. 
OaxkLanp, Cal., November 13, 1906.—Articles of incorporation 
of the Sunset Paper Company have been filed with the county 
clerk. The capital stock is $25.000, of which $6,600 has been sub- 


scribed by J. W. Morriss, B. H. Jones and George Aldridge, 


New Paper Mill to Be Erected at Vancouver, Wash. 
PorTLAND, Ore., November 13, 1906.—It is reported on reliable 
authority that plans are being prepared for buildings to house one 
of the most modern paper mills in the Northwest, to be erected 


at Vancouver, Wash., on a site recently purchased by the Wash- 
ington and Oregon Lumber Company from L. M. Hidden. 


Carolina Fibre Company to Put in Paper Machine, 


Ricumonp, Va., November 13, 1906.—The Carolina Fibre Com- 
pany, of Roanoke Rapids, N. C., is preparing to install a paper ma- 
chine, and will begin work on some twenty tenement houses 
shortly. 

The Roanoke Rapids Paper Manufacturing Company is pushing 
its construction work steadily on, and will be turning out paper by 
May 1. 


The West Side (Philadelphia) Paper Company Reorganized. 


[FROM OUR REGULAR CORRESPONDENT. ] 

PHiLaveLteuia, Pa., November 13, 1906——The West Side Paper 
Company, of this city, has recently been reorganized, the president, 
Robert McAlpine, and the vice president, Charles McAlpine, hav- 
ing resigned. Walter G. Smith, the treasurer, will manage the 
business in the future. A great deal of new machinery has been 
installed and decided improvements made throughout the mill. 
The company is now making wrapping papers and boards, having 
discontinued making felt. E. R. G. 


Superintendent Burley Leaves the MacSimBar Company. 
[SPECIAL CORRESPONDENCE OF THE PAPER TRADE JOURNAL.] 

Orseco, Mich., November 12, 1906.—John M. Burley has re- 
signed his position as superintendent of the MacSimBar Paper 
Company to accept a position as general manager of a two ma- 
chine mill in Indiana for a former employer. He will leave Ot- 
sego for his new field of duties at once. The new machine has 
already reached a production of 3,000 pounds of high grade box 
boards per hour, and the mill is crowded with orders as a result 
of the fine grades of paper he has turned out. 

Mr. Burley and family have made many friends during their 
residence in Otsego, who regret their departure. H. 





November 15, 1906. PAPER TRADE JOURNAL 39 


































TELPHERAGE 


This applica- 


tion of electric 





energy has 
greatly facili- 
tated material- 











transportation. 
Expense re - 
duced : tersely 
explains a 


prominent 
characteristic. 





Capacity and 
speed in- 
stanced by aan 
75 H. P. Parallel Silent Chain Drive operating Pusey & Jones Paper 
Machines at Paper Mill of York Haven Paper Co., York Haven, Pa 


Renold Silent Chain 


means maximum power at minimum expense. Vibra- 
tion is eliminated and space curtailed. Action is 
direct and positive. 

Write for Booklet °K.” 


LINK-BELT COMPANY . 


Philadelphia Chicago Indianapolis 
New York : 299 Broadway. Pittsburgh: 1501 Park Bldg. Boston: 164 Federal St 
Denver: Lindrooth, Shubart & Co. St. Louis: Missouri Trust Bldg. 


the installation 
shown in cut 
10,000,000 paper bags conveyed daily, in truck load lots of 
2,500 Ibs., at the rate of 1,500 feet a minute. 

TELPHERAGE HANDLES EVERYTHING. STATE YOUR CASE—-AND ASK FOR BOOKLET 53. 


United Telpherage Department 
THE DODGE COAL STORAGE CO. 


PHILADELPHIA—Hunting Park Ave. and Reading Ry. 
NEW YORK-—-299 Broadway. CHICAGO 39th St. and Stewart Ave. 
PiTTSBURGH— 1501-2 Park Bldg. PORTLAND, ORE., 309 McKay Bldg. 














WALLACE WHITE, Manager JAS. T. LANIGAN, Jr., Pres. and Treas. EDWIN CHURCHILL, Secretary 


Emerson Manufacturing Co. 
LAWRENCE, MASS. Li 


Manufacturers of 


Improved Paper Mill Machinery 


JORDAN ENGINES FOURDRINIER— 


Improved type. In successful operation 


yaa Monegan. Paper Machines 


HOLLAND BEATING —CYLINDER 
ENGINES 


Our patterns are new, and our machines are 
constructed in the most substantial manner. 


Plans and Estimates cheerfully furnished 


Embodying our new style of Back Fall 


and Apron, together with other valu- 
able features recently added. WE BUILD 
WE BUILD THEM IN 


Savage Patent Stuff Chests, Platers, Horizontal and 
IRON, CYPRESS or PINE 


Upright Stuff Chests, Dryers, Wet Machines, Vats and 
CALENDERS Drainers, Board Machines. 


New Designs for Calender Frames. WE MAKE 


Attractive and practical. Pulleys and Shafting, Jordan Fillings, Cylinder Mouldas, 


gars and Bed Plates, Stuff Pumps, Centrifugal Pumps i 








f 

| 
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y CHINA CLAY 


Agents 


TEN MINES 
Five Special Brands 
a: oh 
S. P. W. 
mT 
S. M. 


1866 1906 


39th Annual Statement 
JANUARY 1 1906 
Capital, $ 500,000.00 
Surplus, 1, 261,459.69 
Reserves ; 1,926, 686.81 
Assets, 3,688, 146.50 





AKERS CHEMI 


EASTON, PA. 


other hazard whatsoever. 


.. B. BRAINERD, 


President and Treasurer 











PAPER TRADE JOURNAL 


Ca, 


Manufacturers of 


SUPERIOR 


MILL SIZE 


Superior Ex. Heavy 


Superior Coating 


MANUFACTURERS AND IMPORTERS 


The Hartford was the Pioneer Company in the field of Steam Boiler Insurance, and it is the only 


company which makes a specialty of, and does exclusively, a steam boiler inspection and insurance business. 
) ) n ) 


The Hartford is the only company whose entire talent and energies are applied to the study of steam, 
to the scientific construction and installation of boilers, and to their periodical inspection by expert mechanics. 


The Hartford is the only company whose entire assets and resources are held exclusively for the pro- 
tection of steam users, and the payment of losses occasioned by the explosion of steam boilers, and for no 


The Hartford is now doing nearly nine-tenths of the Inspection and Insurance of Steam Boilers in the 
New England States, and nearly two-thirds of the entire amount done throughout the United States. 


J. B. PIERCE, Secretary 
L. F MIDDLEBROOK, Assistant Secretary 


THE MANHATTAN RUBBER MFG. CO. 


Manufacturers of 


HIGH GRADE 


RUBBER BELTING 
FOR PAPER MILL USE 


OUR 
CONDOR 
BRAND 


HAS NO EQUAL and 
MERITS A TRIAL 


OFFICES: 
18 VESEY STREET, NEW YORK 
60 PEARL STREET, BOSTON 


FACTORIES: 103 LAKE STREET, CHICAGO 
PASSAIC, N. J 
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DILLON MACHINE CoO. 


swe: PAPER MILL MACHINERY 


FROM NEW DESIGNS 





















Beating and Washing Engines No. 1 and No. 2, Refining Engines, 
Stuff Pumps, Single, Double and Triple, all sizes, fitted with Dillon 
Patent Valve Seating; Wet Machines, Stuff Chests, Horizontal and 
Vertical, all sizes; Single and Double Paper Cutters, Backstands, 
Dillon Patent Calender. Doctors and Feeds, Jordan Filling, Roll 
Bars, Bed Plates and Cutter Knives. 






WRITE US FOR 
FURTHER PARTICULARS 


“Moore & White” Speed Change for Paper Machines 


ANY DESIRED RATIO OF CHANGE 


PATENTED 





WIDE BELT 
PERFECT CONTACT 


ABSOLUTELY NO END THRUST OR TENDENCY SIDEWISE OF TRANSFORMERS OR DRIVING BELT 


THE MOORE & WHITE CO, Philadelphia 


BUILDERS OF PAPER MACHINERY 








~ Seon eee — 
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NEw CorPORATIONS. 


Tue BrowninG Press Company.—Printing, etc. Capital stock, 
$2,000. Incorporators: T. H. Brown, C. H. Kinney, E. L. Barney, 
New York city. 

Tue J. F. Watsu Press, New York.—Printing. Capital stock, 
$20,000. Incorporators: J. Walsh, J. M. Walsh, M. M. Walsh, L. 
M. Burt, J. F. Nolan. 

Tue Ringway Company, Boston, Mass.—Printing. Capital 
stock, $5,000. President, L. T. Gardner, of Boston; treasurer, H. A. 
Wright, of New York. 

A. M. L. Recorp, New York.—Publishing books, etc. Capital 
stock, $20,000. Incorporators: J. Napier, W. E. Napier, New 
York city; E. R. White, Brooklyn. 

Fatcon Printing Company, New York.—Printing business. 
Capital stock, $9,000. Incorporators: G. E. Easton and J. D. Cox, 
Brooklyn; J. F. Nelson, New York city. 

Unirep Eprrors’ Association, Portland, Me.—Printing and pub- 
lishing. Capital stock, $1,000,000. President and clerk, M. W. 
Baldwin, and treasurer, C. E. Eaton, Portland. 

Etiison PusitisHinc Company, New York, N. Y.—Newspaper 
publishing, etc. Capital stock, $5.000. Incorporators: I. E. Ellison, 
M. H. Ellison and A. Falck, all of New York city. 

AMERICAN VETERINARY Review, New York, N. Y.—Publishing. 
Capital stock, $7,500. Incorporators: A. F. Leantard, Paris, France; 
R. R. Bell, Brooklyn; R. W. Ellis, New York city. 

Tue A. F. Mutiin Company, Inc., Camden, N. J—Manufacture 
paper, etc. Capital stock, $10,000. Incorporators: M. E. Mullin, 
J. L. Zug, J. S. Mullin and C. L. Mullin, Camden. 

Hupson LitHocrapHic Company, New York.—Lithographers, 
electrotypers, etc. Capital stock, $60,000. Incorporators: A. R. 
Palmer, F. R. Series and C. C. Kern, New York city. 

Tue Evons Press, Camden, N. J.—Newspaper proprietors and 
general publishers. Capital stock, $25,000. Incorporators: L. E. 
Evons, J. L. Evons, H. W. Talmage, Philadelphia, Pa. 

Tue SHERMAN Fotpinc Box Company, Boston, Mass.—Paper 
boxes, etc. Capital stock, $10,000. President, J. F. Sherman, of 
South Weymouth; treasurer, F. H. Sherman, of Allston. 

AutprnE Manuracturinc Company, New York.—Print books, 
magazines, etc. Capital stock, $50,000. Incorporators: W. J. 
McDonnell, E. I. McCarthy, L. A. Glynn, New York city. 

Statute Playing Carp Game Company, New York.—To manu- 
facture playing cards. Capital stock, $50,000. Incorporators: An- 
drew Gross, Frank Shiller and Henry Gross, New York. 

R. M. Swinsurne & Co.—Job printing. Capital stock, $7,600. 
Incorporators: R. M. Swinburne, L. G. Swinburne, T. T. Swin- 
burne, H. A. Williamson and W. H. Williamson, Rochester. 

EpucationaL Funpinc Company, Jersey City, N. J.—Publishers, 
printers, etc. Capital stock, $250,000. Incorporators: H. O 
Coughlan, C. L. Rotzel and L. H. Gunther, all of Jersey City. 

Tue Hackensack Repusiican, Hackensack, N. J.—Printers, 
publishers, etc. Capital stock, $50,000. Incorporators: J. H. Grif- 
fith, Jr., Lynbrook, L. I.; E. K. Bird, S. E. Bird, Hackensack. 

Hentey BLank Book MANUFACTURING CorPoRATION, Norfolk, 
Va.—Capital stock, $50,000. H. H. Henley, president; C. G. Kizer, 
vice president; C. Goffigan, secretary and treasurer, all of Norfolk. 

Joseru Wa ter Box Company, Paterson, N. J.—Manufacturing 
plain and fancy paper boxes. Capital stock, $100,000. Incorpora- 
tors: R. N. Howell, Hackensack; H. H. Schoonmaker, S. Gibson, 
Paterson 

Mexican Finer Commany or Minnesota, Red Wing, Minn.— 
Capital stock, $75,000. Incorporators, W. F. Christianson, Chicago ; 


- B. Halvorson, J. K. Grondahl, C. A. Rasmusson, N. Halvorson, 


Red Wing 
Murvuat Box Boarp Company.—Manufacturing paper boxes, 
box board, etc. Capital stock, $100,000. Incorporators: W. Mc- 


Adam, A. Frey, J. E. McLoughlin, K. A. Roberts and B. M. 
Crouse, Utica. 

MorninG Te_ecrarH Company, New York.—To print and pub- 
lish newspapers. Capital stock, $100,000. Incorporators: W. C. 
Sherwood, A. F. Garbe, New York city; T. W. B. Middleton, 
Paterson, N, J. 

Paper CANISTER MANurFacturrtnG Company, Camden, N. J.— 
Manufacturing canisters, cases, boxes, crates, etc. Capital stock, 
$100,000. Incorporators: W. Nice, Jr., J. L. McMichael and J. E. 
Taylor, all of Camden. 

CONTINENTAL LITHOGRAPHING AND PrintinG Company, Horwick 
Falls, N. Y.—Printing, lithographing, etc. Capital stock, $100,000. 
Incorporators: J. A. Henlan and E. A. Gerken, Brooklyn; F. B. 
Teeling, New York city. 

THe WittrAM WEINER Paper Box MANUFACTURING COMPANY, 
New York.—To manufacture paper boxes, etc. Capital stock, 
$2,800. Incorporators: B. Resenfield, W. Weiner, L. Beck, C. 
Freedman, New York city. 

Wittiam R. Jenkins Company, New York, N. Y.—Print and 
publish books, magazines, etc. Capital stock, $100,000. Incorpo- 


“rators: J. Jenkins, R. W. Jenkins, J. C. Jenkins, M. G. Jenkins 


and J. I. Jenkins, Jr.. New York city. 


Mill of Ballston Paper Company Sold. 
[SPECIAL CORRESPONDENCE OF THE PAPER TRADE JOURNAL. ] 

Saratoca, N. Y., November 13, 1906.—Frederick H. Beach, trus- 
tee in bankruptcy, has sold at auction the mill of the Ballston Pa- 
per Company, a mile northwest of Ballston Spa. It was purchased 
by Alexander Jacobus, of New York, for $20,000, Messrs. Was- 
serman and Godfrey, of New York, who are interested in the 
Pioneer Mills on the same stream, are parties to the purchase, and 
it is stated that the mill will be started again by December 1. 


H, & W. Co. Makes Extra Charge for Less Than 1,000 Lbs. 


[FROM OUR REGULAR CORRESPONDENT. ] 


Boston, Mass., November 13, 1906.—Under date of November 
12 the Hollingsworth & Whitney Company, of Boston, gave notice 
of another advance in price, as per the following announcement: 

“We have today advanced the price of our Kadjo Fibre (for- 
merly Hawk Fibre) one-eighth of a cent per pound. 

“We also advise you that from this date we will make an extra 
charge of one-eighth of a cent per pound on all shipments of less 
than 1,000 pounds. Our minimum shipments will be 500 pounds, 
as heretofore.” DELESDERNIER 


Boston Trade Association Meets November 21. 
[FROM OUR REGULAR CORRESPONDENT. ] 

Boston, Mass., November 13, 1906—Members of the Boston 
Paper Trade Association have been given notice that the first 
meeting of the fall season will be held at the Exchange Club, Bos- 
ton, on Wednesday evening of the coming week, November 21. 
Reception at 6 p. m.; dinner at 6:30. Louis D. Brandeis, of Bos- 
ton, will be the special guest of the evening, and will address the 
meeting on “Workingmen’s Savings and Life Insurance,” a sub- 
ject of special interest to manufacturers. Daggett’s Orchestra 
will furnish music, and Frederick E. Kendall, a professional enter- 
tainer, will present some amusing features during the evening. 
A large attendance is expected. DELESDERNIER. 


The Directory Is “ All That It Should Be.” 


A. F. Thornton, paper broker, the Bourse, Philadelphia, writes: 
“Enclosed please find check for $3 in payment for your ‘Paper 
Trade Directory.” This directory comes fully up to my idea of 
what such a book should be. With best wishes for your continued 
success, I am, Yours very truly.” 
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THE NEW AMERICAN TURBINE ) 
i} 
: 
y | \ 
| 
‘The greatest achievement in modern hydraulic engineering. Its standard of excellence ’ 
is proven by its extensive use in all great water power developments, and its perform- | 
i 


ance under the most exacting conditions. 


FOR PAPER AND PULP MILLS 


where high standard rather than low first cause is considered, and where continuous 
expense of repair, deficient power caused by inferior design and workmanship, and the 


extravagant use of water are to be guarded against, it has no equal. 


THE DAYTON GLOBE IRON WORKS, DAYTON, OHIO 


MANUFACTURERS OF TURBINES, BEATING ENGINES, PULP GRINDERS, ETC., ETC, 





LATEST AND GREATEST PAPER CUTTERS 


Single, Duplex and Diagonal 





Battle Island Paper Co. 
ASK Bayless hy Paper Co. 


Chicoutimi Pulp Co. 


ebout our latest 


WET MACHINE |! CUTTER KNIVES 
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It's the Best on the Market Patent fop Slitters 
DILTS MACHINE WORKS, Fulton, N. Y. . 
Pulp Grinders, Wet Machines, Beating Engines, etc. H arn bl © t M ac h inle C O- 


Lawrence, Mass. 





THE LAWRENCE PUMP 


For PAPER MILLS 


IS BUILT BY 
Tke Lawrence Machine Co., Lawrence, Mass. 


It is up to date in efficiency and design; has stood the test of twenty 
years. When wanting a pump, write us for Catalog and Prices. 





NEW YORK OFFICE: CHICAGO AGENT: 
39-41 Cortlandt Street Edward Yeomans, 1141 Monadnock Block 
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one ALBANY GREASE 


AND WE ARE THE ONLY MAKERS 
WE HAVE SOLVED THE PROBLEM OF ECONOMICAL LUBRICATION 
Cost of using oil 








THIS TRADE a s ON EVERY PACKAGE 














Ruving lu wricants aad Supplies on price, without onsifering 
al ty, does no A We have had many years’ experience in sell 
ing lubricants ar é will gladly give you the benefit of the same 





Cost of using Albany Grease 
eS Ss 
Has been placed as the standard of lubricants by the U. §. Government. Especiatly adapted to Paper Mill Machinery as well as 
general and Electric Machinery. 
ee, 

Our special offer, a Sample Can of Albany Grease with an Albany (irease Cup free of charge or 


expense for testing. The only information necessary to send is pipe connection in bearing, depth of otf hole from top 
of tapi to journal, and give particular part of machinery on which the same is to be used. 


Adam Cook’s Sons, 220 SnecRer.s.a. 
















Look for Y E L LOW Label. 








Stebbins Paper and Pulp Mill Engineers and Architects 
Experts in the Chemical.Processes of Producing Pulp from All Kinds of Material 


; ; Manufacturers of STEBBINS PATENTED ACID SYSTEMS, Digester Linings, 
ngineering Reclaimers, Gas Strainers, Sulphur Burners, Coolers, Exhausters, Blow-off Valves, and 
a full line of Sulphite and Soda Mill Chemical Apparatus. 
We design construct, eguip and operate mills for the manufacture of 
eS 0 Pulp and Paper and all processes allied thereto. 
WATERTOWN, N. Y. Office, 74-78 Smith Building 


Patented Steel Cable, Chain 
and Belt 


Conveyors 


Are the BEST for Conveying 

Pulp Logs, Chips, Tan Bark and Coal 
Send for Catalogue No. 32. 

Originators and Patentees of the CABLE CONVEYOR SYSTEM 





If Paper Manufacturers would figure the cost per H. P. for Soe of 
water power and steam power with yearly fixed charge for same, to fixed 
charge add other actual yearly 
charges per H. P., or if they 
would figure what they might 


earn with power a we would sell many Millspaugh Shower Pipes and 
efficient pumps to those who now ignore our propositions. 


THE SANDUSKY FOUNDRY MACHINE Co. 


SANDUSKY, OHIO 





om Gent oe 
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PAIR McCORMICK ‘TURBINES 


1,400 H. P., 400 R. P. M., 160 FEET HEAD 


Driving generators in the power plant of the Cascade Water, Power and 
Light Company, British Columbia 


WE DESIGN AND BUILD TURBINES TO MEET REQUIREMENTS 


S. Morgan Smith Company 
Branch Office, 176 Federal St., BOSTON, MASS. YORK, PA., U.S.A. 


WRITE FOR CATALOGUE IF INTERESTED 





MOUNT HOLLY, N. J. 


"With 
Risdon Register 
Alcott Cylinder 
Leviathan Flutter 
Turbines Gates 


We design and build turbines to suit 


HUNT-McCORMICK TURBINES 


CYLINDER or BALANCE GATE CASING 





CATALOGUE, IF INTERESTED 





Highest Efficiency, Greater Power 
Easy and Quick Regulation 
Steady Motion, Durability 


RODNEY HUNT MACHINE CO. 


ORANGE, MASS. 
BRANCH OFFICE: 70 Kilby Street, Boston, Mass. 


SAMSON TURBINE 


The QUICKER the SPEED of a 
GENERATOR the LOWER its COST. 
The SAMSON has a quicker speed for a 
given power than any other turbine 
built. If you expect to DIReCT 
CONNECT generator to turbine shaft we can certainly SAVE you consider- 
able EXPENSE in your installation. 


JAMES LEFFEL & CO., — Spewariero, omo, vs. 
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LUMINOUS PAPER. 


Objects Covered with This Paper Are Visible in the Dark—It 
Is Made with Luminous Paints Made of Calcium Sulphide 
or Barium Mixed with Water, Making a Paste. 


Luminous paper, or such as gives out a phosphorescent light, 
exhibits this phenomenon only in a perfectly dark room, and after 
having been exposed to daylight for at least ten hours. Objects 
covered with this paper, such as candlesticks, match boxes, etc., can 
easily be seen in the dark, and figures on a clock face, for example, 
distinguished; but this is the extent of the lighting capacity. 

Luminous paper is made with the so called luminous paints, and 
the luminous principle of these paints is calcium sulphide or 
barium sulphide, mixed up with water into a stiff, tenacious paste, 
and ground extremely fine between surfaces of unequal hardness. 
The finished mass should be kept in a vessel with a close cover 
to prevent drying. In addition to being very finely pulverized it is 
necessary that the paint should be put on in a close, compact coat, 
with as little as possible of any medium, and that of the very best. 
The thinner the paint the more evenly it can be applied; each 
coat should dry sufficiently to allow the paper to be bent without 
making cracks in the paint before the next is put on. The coats 
should be thin, as they adhere better in this way, and the more uni- 
formly they are applied the more luminous the paper. 

After three or four coats have been put on the surface is sub- 
jected to very strong pressure to close up any interstices. Isin- 
glass is the best binding agent. To make the coating less suscepti- 
ble to dampness it is spread over, when still moist, with a dilute 
solution of potassium chromate, and exposed to direct sunlight. 
The paint is made by grinding with glue water, so that with ten 
parts a coat from 1 to 1% millimeters thick is obtained after about 
thirty applications. The process of manipulation is slow and de- 
tailed, but the results are worth the trouble involved. <A surface 
thus prepared will be luminous in the dark in thirty hours after 
being exposed to light. 

Paper is used as the foundation for all purposes. Japanese tissue 


paper and copying paper are best, but they must be handled care- 
fully, as the paper is penetrated by the paint, and apt to be sticky 
on the under side. It may be had in rolls, and cut in any shape 
or length. The process of preparing these papers is very carefully 
carried on, and they can be attached equally well to glass or metal. 

If the paint is put on in thin coats up to a thickness of 1 to 1% 


millimeters, the paper will bend without cracking and the paint 


will not peel off. Care must be taken to dry each coat separately, 
and to see that the isinglass seems moisture proof, by the use of 
potassium chromate. The paper must be pressed repeatedly as 
long as the layer of paint is at all soft or moist. To make the 


surface close and compact it is rubbed, after it is firm enough, 


with some of the liquid paint and isinglass and a burnishing agate, 
and after drying will appear smooth and shining. 

Unsatisfactory results in the past have been due to neglect of 
the details of the process; if these are duly carried out a luminous 
paint is obtained which, after exposure to direct sunlight, will give 
sufficient light to enable a person to tell the time upon a watch 
brought near to it. The best quality of gelatine can be used in- 
stead of isinglass. 

The luminous mass consists of four parts of potassium bi- 
chromate, four of gelatine and fifty of calcium sulphide. The con- 
stituents are ground together in a perfectly dry state, to make an 
intimate mixture. One part of this is then stirred up with three 
parts of hot water, making a thick mass, ready for use. The 
paint is put on to the paper or cardboard with a brush in the ordi- 
nary way, and is weatherproof after drying. But if nothing fur- 
ther were done it would almost inevitably be the case that the 
thickness of the paint, and consequently the luminosity, would be 
unequal. To remedy this the sheet is passed through rollers so 
arranged that the layer af paint is pressed out into absolute even- 





ness. In place of the method above described, a solution of glue 
may be applied to the paper with a brush or by means of rolling 
or pressing; it is then sprinkled over with powdered calcium sul- 
phide and pressed to make the luminous layer even. If the gluti- 
nous solution is put on in figures, etc., the powder will of course 
adhere only to these places. 

The following composition will produce a waterproof paper 
which will retain its luminous property for months: 40 parts of 
dry paper stuff, 100 parts of water, 10 of phosphorescent powder, 
1 part of gelatine and 1 part of bichromate of potassium. 

Mix the components and make into paper in the usual way. 


Coloring Paper, Etc. 


An apparatus for spraying color onto fabrics, paper and other 
materials, by means of which blended patches of color may be 
produced, is patented by C. L. Burdick, of London, England. The 
fabric passes between rolls b, c, one or both of which may be 


driven, and which are pressed together by weights or springs f. 





Each of the spraying devices is mounted on a bracket w, Fig. 3, 
clamped by a set screw s to a block y, which is adjusted by means 
of a screw 1 on a rod h. The rods h are reciprocated in guides 
by a bell crank lever p, to one arm of which is connected a rod o. 


A roller » on the rod o is pressed By the action of a spring m 
against a cam k on the shaft of the roll b. The supply of color is 


controlled by a disc or discs s attached to one or both of the rolls 


b, c, and provided with a number of concentric slots ¢. Rollers u, 
carried by springs v, run on these discs and into the slots t as the 
discs revolve. Contact pieces 4 on the springs wv are thereby 
brought against a bar 5 to close a circuit which causes an electro- 
magnet to open the air and color valves of the spraying devices. 
Color is supplied to the spraying devices through a flexible tube 10, 
either by gravity from receptacles 11 or by compressed air sup- 
plied to the nozzles 12, Fig. 3. The air and color valves may be 
operated mechanically from the discs s by means of suitable con- 
nections and a circular, endless, perforated ribbon or otherwise. 
The fabric may be decorated, before or after spraying, by means 
of sprays of color projected through an endless, revolving stencil 
plate. 

The tug Bennett, which was sunk by collision in Green Bay, Wis., 
a month or more ago, has been abandoned, as it has been found 
impossible to raise her. The Bennett had for several years been 
regularly employed in bringing pulp wood rafts to Green Bay and 
towing pulp wood scows up the Fox River. 
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LOBDELL CAR — CO. 


Wisngion, Del., Pues 
CHILLED ROLLS. FOR “PAPER MACHINES, 


Rubber, Brass, Copper, Flour, Oil 
and Ink Mills, Etc. 





CALENDERS 
ff 
FURNISHED COMPLETE, FITTED WITH PATENT 


ELECTRIC MOTOR LIFT 
Grinding Machines for Rolls of all Sizes 


ROLLS OF ALL KINDS 


CHILLED OR SOFT IRON, COPPER, 
BRASS, RUBBER, PAPER OR FIBRE 


Ground to perfect accuracy by the “ POOLE.” process 


We have for many years 


made a specialty of 


ROLL GRINDING 


and with abundant facilities we are 
prepared to do this work promptly 


NEW CHILLED ROLLS of unexcelled 
hardness and finish furnished 


THE J. MORTON POOLE CO., Wilmington, Del. 


MORRISON & HERRON 


Paper Testing Machines 


Address HOWARD L. MORRISON » Lm, ng, why not get the best on oe 

P. O. Box 297. U.S. Government departmen’ 

Ww hi D.C a iesbatnae nan aot 
ashington, V. ©. oad. 


Paper mills cannot be without them. Are made of brass, iron, etc. 
No Rubber or Liquids Used 
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Farrel Foundry & Machine Co. 


ANSONIA, CONN., U.S. A. 


The Largest Manufacturers of 






1H 
WORLD 


ROLLS 


Also Ma 


GRINDING MACHINES 


for all kinds and sizes of rolls. 
CHILLED and DRY 


Sand Rolls 


FOR ALL PURPOSES. 


Complete | 
Calenders ~ 


PATENT HYDRAULIC LIFT BY MEANS OF WHICH 
MACHINE TENDER, STANDING ON FLOOR, 
CAN RAISE ROLLS IN FRAMES. 


Housings so made that the rolls may 
be taken out endwise through frame. 


OLD ROLLS REGROUND at SHORT NOTICE. 


Appicton Woolen Mills 


-»_ APPLETON, WIS. 





MANUFACTURERS OF 


r aper 


Makers’ 
BS Felts and 


— Jackets 


We have not only demonstrated our ability to compete 
in all Paper Makers’ Fe._ts anp Jackets, but in most 
lines claim to lead our competitors. 


CORRESPONDENCE SOLICITED 
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ELECTRIC POWER ENDORSED. 


It Minimizes Cost of Transmission—Is Cheapest Power—Direct 
Drive Preferable for Variable Speed—Proper Voltage 
240—Variable Speed Motors Best for Machines. 


(Written for THe Paper Trape JourNaAL by Ratpo M. SNELL.) 

A large number of paper mills, especially the ones built over ten 
years ago, are uneconomical because of original plans not admit- 
ting of continuous process, and an evident disregard for economy 
of heat and power. 


Men in charge as a rule devote their entire attention to the pro- 
duction of paper, leaving, in many cases, the upkeep of the mills 
and machinery to the judgment of a “handy man,” whose knowl- 
edge of mechanics is limited to his ability to keep the wheels 
moving, the cost of fuel and lubricants not being considered. 

To meet the growing Cemands of the paper trade, mills that 
made no provisions in their original plans for a future growth have 
built additions in all directions. This resulted in necessary ex- 
tensions of water, heat and power, necessitating a maze of pipes 
and a useless as well as almost endless system of belts and shaft- 
ing. Often a shaft, originally laid out to transmit a certain power, 
by continuous additions is so overloaded that in working under the 
extra strain it weakens and unexpectedly breaks, with a resulting 
cost of repairs as well as loss of production, which so seriously af- 
fects the profits of an investment. 


With the ever increasing competition larger and faster running 
machines have been installed, giving greater production, the cost 
of which has seldom been questioned. Even today few mills have 
a clear and comprehensive cost system, consequently the man with 
money invested does not know that the power plant, with its un- 
covered steam pipes and complex transmission of power, is gener- 
ally the most serious drawback to a cheaper production. 


It is true that some mills have recently improved their power 
plants, installing appliances most ideal; but the point most uni- 
versally neglected is the transmisison of power. The writer calls 
to mind a mill where 40 per. cent. of the actual power developed 
is lost in transmission. These figures were obtained by actual 
measurements, and while the case may be exceptional, it is safe to 
say that this load is very high in the average mill; and while it 
may be possible through purely mechanical means to reduce this 
load to 20 per cent., it remains for electricity to reduce it to its 
minimum of about 7 per cent., all of course depending upon how 
direct a drive is accomplished. While first cost may tempt a mill 
to install but one motor to drive an entire department, a thorough 
investigation will show that a number of smaller motors more 
closely applied effect a saving that more than offsets the slightly 
higher cost of installation. 

In considering the electrical equipment of a paper mill the dif- 
ferent kinds as well as the location of power naturally require 
different methods of application. A mill depending upon water 
power alone can do no better than to drive its beaters and washers 
with same direct and generate the balance into electric current, 
for distribution to the other departments. If, however, the water 
power is insufficient and steam must be used, the water power 
should be converted into electrical current, with its generator con- 
nected in parallel with a second engine driven generator, which 
will give at all times the full value of the water privilege, as well 
as regulate the steam plant so as to generate no more energy 
than is necessary to make up the deficiency of the water power. 
In this case the beatere and washers could be run by steam direct 
main shaft connection if possible, or if the water power is at all 
times sufficient to run the beaters and washers, it should be so 
connected with any surplus power generated into electric cur- 
rent for general mill distribution in connection with the steam 
plant, as tefore explained. The only conditions where elec- 


trical drive is advisable for a beater line is where the entire mill 
power is transmitted from a distance. Then the most economi- 
cal equipment is had by connecting beater or washer engines in 
pairs, with motor between, and driving with chain belts from 
both ends of extended shaft of motor. 

With a mill dependent upon steam alone as motive power no 
better system could be devised than that of a mill with which the 
writer is acquainted. The engine room is located at one end of 
the beater roons, and has a compound engine direct connected with 
beater line. Another engine in the same room is direct con- 
nected to a generator which supplies direct current at 240 volts, 
furnishing light and power for the balance of the mill, the ex- 
haust from both engines being used in cooking, heating and dry- 
ing. 

The machine is connected by a three step pulley on variable 
speed line to a 4 to I variable speed motor, giving a speed 
range of 12 to 1, or 480 feet per minute, through armature re- 
sistance alone, with a maximum loss of energy at no time ex- 
ceeding 12 per cent., or nominal loss of 7 per cent. I might say 
that this machine was designed to meet special requirements, and 
that a direct drive on back line with a 4 to 1 variable speed 
motor would give the best of results in most mills. 

The variation of speed is controlled from the front side with 
a Vernier speed controlling rheostat, whereby the machine can 
be regulated to the smallest fraction, enabling the man in charge 
to control the weight of sheet entirely by speed, or after start- 
ing on lower speed to raise to the highest profitable point of pro- 
duction without a break. The stuff and return pump with 
screens, the suction pump and shake, are driven by independent 
constant speed motors, allowing, however, of a variation of 15 per 
cent. in speed, making in all a most flexible as well as pro- 
ductive machine. 

The Jordan engines are direct connected to special motors 
with wide pole pieces, which allows the Jordan plug being 
worked in and out without bringing the commutator out of the 
range of the brushes. All other departments are run by constant 
speed motors excepting for Sunday work. The repair shop has a 
small engine. In considering whether alternating or direct cur- 
rent is most desirable in a paper mill equipment there may be some 
advantages named in favor of the alternating current, but the only 
condition recommending its instalment is where the power is to 
be transmitted from a distance, and then it is advisable to transform 
part into direct current in order to use variable speed motors on 
machine drive. The alternating system does not as yet offer any 
speed control method to be relied upon, and of all the mills elec- 
trically equipped the most satisfactory are those using direct cur- 
rent. This is well illustrated by a Western mill where the orig- 
inal plans called for alternating machinery; but as the work pro- 
gressed the engineer in charge realized the advantages of the direct 
system and tried to cancel the orders given; but work had pro- 
gressed so far that the manufacturing electrical company refused 
to do this, with the result that the generators were installed as 
well as additional direct current generators, making a double sys- 
tem, which, while running very nicely, is a very expensive installa- 
tion, as it requires extra machines and switchboards as well as a 
five wire system for most of the mill, and the direct current sys- 
tem can have no better indorsement than the fact that this company 
is equipping a second mill with a single direct current system. 

In enumerating the advantages of electricity in a paper mill, 
after the simpler and cheaper method of transmission is considered, 
no stronger point of advantage can be named than the ease with 
which costs can be determined, the total amount of power con- 
sumed being easily read for any department from the wattmeters at 
the switchboard. Further advantages are longer life of machinery 
so driven and the freedom from dirt and consequent spoiling of 
product by drippings from overhead shafting, to say nothing of 
the great saving in floor space. 

(Continued on page 50.) 
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The largest CLAY mines Agee: 
Cap acity and washing plant in the ne , Sometimes, 


world, Producing the finest | | y ; ? 
‘ [50 grade of CLAY made in ff ih No Doubt, 
the United States. Rapidly | | Hf i ‘ 


taking the place of English The First 


Tons Daily china clay BLEVIATHAN BELT 


s may be put on with decided misgivings by the always 

Samples furnished upon application. hitherto rubber belt man, but no lack of faith can prevent 

P oe ¢ of endorses guaran its output of supremely satisfactory service, or silence its 
rompt shipment o ~ , 

teed. Contracts made or specified ten, fifteen, twenty years. 

deliveries to suit buyers. What some mighty shrewd belt users say of it might in- 


terest you. 


course of object lessons on belt economy, running through 


Shall we mail some data ? 


The Philadelphia Clay Co MAIN BELTING COMPANY 


So_Le MANUFACTURERS 





° “ . 55-57 Market St., CHICAGO 120 Pearl St., BOSTON 
Main Office: 1201 Chestnut St., Philadelphia, Pa. op eet gtr intmaaitn. Gummene 
M. W. PHILLIPS, President 


CHEMICAL PAPER COMPANY 


General Office and Mills: NEW YORK OFFICE: BOSTON OFFICE: 
HOLYOKE, MASS. 302 Broadway, Corner Duane Street 515 John Hancock Bldg. 


Operating Six Machines Daily Capacity 45 Tons 


“Tub Sized” and “Pneumatic Dried” Whiting Cover Papers and specialties of every variety 
Papeterie. White and Colored Envelope Papers Hercules Jute Manila Colors a specialty 
Standard Buff and White Silk Wrapping Climax Detail Drawing Paper 


BOARD DEPARTMENT 
White and Colored Patent Coated Folding Box Boards Tough Check Tag, Holyoke Document 
Press Board, White and Colored Blanks. Board Specialties 








NEWCASTLE PULP STONES 


A SPECIALTY 


General Electric Company 


Complete Electrical Equipments 


for paper mills, including Curtis Steam Tur- 
bines for power-houses and induction motors 
for machines. 





GRINDSTONES OF ALL KINDS, MOUNTED AND UNMOUNTED, FOP 
MILLS, FACTORIES, MACHINE AND REPAIR SHOPS 


Specially Selected Grit for Paper Knife Cutting 
OFFICE and YARD: 236 and 238 A STREET, BOSTON 


New York Office: Principal Office : Sales Offices in 
44 Broad St. Schenectady, N. Y. all large cities 
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News FROM THE MILLS. 


The Rhinelander (Wis.) Paper Company is about to add a new 
boiler to its steam plant. 

The Carew Manufacturing Company, of South Hadley Falls, 
is building a small addition to its mill, which will be used for 
receiving new stock and other materials used by the mill. The 
addition will be finished in a short time. 

Fire from a hot box threatened the Vulcan mill of the Kim 
berly & Clark Company, at Appleton, Wis., one day last week. 
The blaze had quite a start when noticed, but by quick work was 
put out before any serious damage had been done. 

The Nekoosa (Wis.) Paper Company has just been putting in 
a second Knowles underwriters’ fire pump, similar to the one 
previously in use. It is of 1,500,000 gallons capacity, and will 
very much increase the protection of the mill and the village 
against fire. ; 

A suit for $15,000 has been brought against the Parsons Paper 
Company, of Holyoke, by John McCarthy in behalf of his son, 
Timothy McCarthy, who was injured recently in the machine 
room of the mill, sustaining such injuries that it is believed 
that one of his arms will be permanently paralyzed. 

The Gilbert Paper Company, of Menasha, is about to put in 
four more paper cutters. Since the new paper’ machine got to 
running the production of paper is so much greater than before 
as to necessitate balancing up the rest of the mill. The finish- 
ing department will be attended to first, and this is the begin- 
ning. 

The Kaukauna, Wis., mill of the Union Bag and Paper Com- 
pany has lately started another bag making machine, which 
was built in the company’s own machine shop. Sixty-two of the 
bag making machines are now in operation at the Kaukauna mill, 
and business is so brisk that they are unable to keep up with the 
demand. 

The Fox River Valley from Kaukauna to Neenah is to have an- 
other electric railroad if the plans of the Milwaukee and Fox River 
Valley Railway Company are carried out. A company of the above 
name has been incorporated, which plans building a line from Mil- 
waukee up the shore of Lake Michigan as far as Manitowoc, and 
then across to the Fox River at Kaukauna. According to the plan 
as announced the road will carry passengers, express and freight, 
and will be in operation in about a year. 

It has been impossible as yet to start the new mill of the Mar- 
inette and Menominee Paper Company on account of the non- 
arrival of the steel harnesses for the water wheels, for which 
the company has been waiting so long. This equipment was to 
have been delivered months ago, and the mill has been ready to 
run for two months or more past in every other respect, but the 
steel could not be delivered. It is hoped that the missing ap- 
paratus will be delivered so that the mill can go into operation by 
the first of next month. 

The new steam engine plant at the Kimberly & Clark Company 
mill at Kimberly, which was described some time ago in these 
columns, will be ready to run by the end of the present month, 
though there will be no occasion for operating it at that time, in 
all probability, as water power on the Fox River promises to be 
good for a considerable time to come. The 800 horse power Cor- 
liss engine is on the foundations, and the new building is com- 
pleted, and little remains to be done but making the final con- 
nections and adjustments, 


ELECTRIC POWER ENDORSED. 


(Continued from page 48.) 
To economically run, however, an electrically equipped mill, it 
must be understood that much depends on the condition of the 
steam plant, and an electrigal equipment will not prove economi- 


cal or successful where steam pipes are uncovered, the hot water 
from the system trapped and emptied in the sewer, the exhaust 
blown outdoors, and the boilers are of horse power too small for 
the power requirements of the mill. If, on the other hand, the 
paper machines have a drying surface economical for the use of 
exhaust, the steam plant is model and boiler power is fully suffi- 
cient, the entire heat, light and power system under the care of a 
reliable man is sure to prove a paying investment. Furthermore, I 
would say under the circumstances no private company offering 
cheap power (the cheapest of which the writer believes he is ac 
quainted with) can furnish current so cheaply as it can be pro- 
duced in a paper mill using exhaust steam as outlined above. A 
fact universally known among engineers is that the production of 
power where a like amount of heating or cooking is required does 
not cost to exceed 2% per cent. what the heating or cooking 
would cost alone where power is not generated. 

A point most fittingly illustrated is a large manufacturing plant 
where a private company with large resources offered a very low 
power rate, in ‘spite of which the directors, after a thorough inves- 
tigation, decided to generate their own power with direct con- 
accted high pressure engine in winter, using the exhaust for heat- 
ing and running a compound condensing engine in summer. They 
informed the power company that to obtain their business they 
must make in summer a very much lower rate and give them free 
power in the winter. To fulfill and in support of which a very 
reputable engine company placed themselves under bond. 

This article, being from a paper maker’s standpoint, does not 
take into consideration the finer electrical details, as it is advisable 
in the electrical equipment of a mill to call in the services of a 
competent engineer, and when buying to avoid the cheaper grades 
of skeleton type electric motors, which are on the market for com- 
petitive purposes. 

The requirements of paper mill work are severe. The load is 
heavy, continuous, and the atmosphere where the motor is in- 
stalled is usually damp. Therefore motors should be purchased 
from manufacturers who design their apparatus with a view to 
successfully meeting these conditions of service. Among the mo- 
tors that seem to be particularly adapted to paper mill work are 
the Westinghouse Types “C” and “M” (solid frame) and the Al- 
lis-Chalmers Type “AN” and “H.” 

The use of steam turbines as yet has not been tried very exten- 
sively in the paper trade, but there is no reason why this latest 
type of prime mover should not come into use in plants where all 
the drives are electric. Tests recently made by a number of well 
knoWn mechanical engineers seem to show that turbines will 
operate successfully against a back pressure as high as 15 pounds. 

In conclusion, the writer’s experience has shown, first, that the 
electric drive is the only solution to the problem which all paper 
manufacturers must face—cheap production. 

Second—That the direct drive is at present preferable where the 
necessity for variable speed exists. 

Third—That power can be most economically generated where 
the exhaust steam is used for drying and cooking purposes. 

Fourth—That the proper voltage to use is 240. 

Fifth—That variable speed motors are the most successful 
means known to drive the paper machine, and that the multiple 
voltage system which was devised some years ago by Ward 
Leonard seems to be the least attended with theoretical losses. 

The paper manufacturers throughout the country who realize 
these facts first will be the first to profit, and the time is at hand 
when the difference between an economical power plant and an 
uneconomical one will determine the loss or gain of the manu- 
facturer. 


The Empire Paper Mill at Vincennes, Ind., is temporarily closed 
down. Two weeks ago four large boilers were installed in the 
mill. Last week a flue in one of them burst, throwing the whole 
system out of service. Work will be resumed in a couple of days. 
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FAIRBANKS & MOODY 


MILL ENCINEERS 
AND ARCHITECTS 


PAPER AND PULP MILLS 
HYDRAULIC DEVELOPMENT 


TELE PHONE 


4e23 seeKmAN 150 NASSAU ST., NEW YORK 





EDWARD A. BUSS 


Consulting Engineer and Mill Architect 
85 WATER ST., BOSTON 


Especial attention given to rearrangements and extensions of 
existing properties, 


WHEELWRIGHT FILLER AND 
MANUFACTURING COMPANY 
PROVIDENCE, RHODE ISLAND 
WHEELWRIGHT’S “FA” PAPER FILLER 


ENGLISH CHINA CLAY 


Agents for Sulphite, Sulphate and Soda Pulps 
BECKER & CO., LONDON. Bleached and Unbleached. 
GEORG v. d. BUSCHE, ALSO MECHANICAL WOOD 
HAMBURG. PULPS. 
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ARTHUR D. LITTLE 


Chemical Expert and Engineer 


CHEMICAI, CONTROL OF MATERIAL AND PROCESSES 


93 BROAD STREET 
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GEORGE F. HARDY, M. AM. SOC. M. E. 


309 Broadway, New York 


Consulting Engineer 


SPECIALTY: Paper, Pulp and Fibre Mills, Examination of Mill Properties, 


Water Power Developments 


THE 


Emerson Laboratory 


ANALYSIS OF 


Paper and Raw Matenals 


177 STATE STREET SPRINGFIELD, MASS. 


WATER SOFTENING AND 
PURIFYING SYSTEMS 


SEND FOR OUR NEW CATALOGUE 


(PATENTED) 


Water Filters and Filtering Systems for every purpose. 
WM. B. SCAIFE & SONS CO., Fé Pittsburg, Pa. 


JOSEPH H. WALLACE, C. E, 
M. AM. SOC. C. E. M. CAN. SOC. C. E. 
INDUSTRIAL ENGINEER 
Temple Court Building, New York 
CABLE ADDRESS - * TRIPLEX,” N. Y, 








Seinsing Plants end Power Developments 
Reports on Industrial Properties, Appraisals, ete. 
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R . 7. WO () Il) & (x 2. | WE ARE SPECIALISTS IN DESIGNING AND MANUFACTURING 
400 CHESTNUT STREET, PHILADELPHIA M A ro LH | N E FR 7 


Centrifugal Pumps nena iene 











Belt Driven or Direct Connected with any Power 


NEW IMPROVED, HEAVY, INDESTRUCTIBLE, 
CONVENIENT, EFFICIENT 


DROP ROLL SLITTER FOR INDEX CARDS. 
We also manufacture 


Paper Slitters, Paper Bag Machiosey. Toilet Paper Machinery, Envelope Machines, Match 
Box Machinery, Photo Mount Beveling Machines. Rotary Card Cutters, etc. 
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Specially Adapted to Paperand Pulp Mills || pyetz MacHINE WORKS, Mirs., Philadelphia, Pa. 


126-128 FONTAIN ST. 


Corner Waterloo St., Below Diamond St., Between Front and Second Sts. 
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CAST IRON PIPE, FIRE HYDRANTS, GATE VALVES AND | 
INDICATOR POSTS 


Buckeye Engine Co. 


SALEM, OHIO, U. S. A. 






COATED CARD BOARDS 
AND COATED BOX BOARDS 


OF EVERY DESCRIPTION 
TOUCH CHECK RAIL ROADS 
TRANSLUCENTS THICK CHINA 


FOLDING BRISTOL 
LITHOGRAPH BLANKS 
FOLDING BOX BOARDS 
THEATRE TICKET BOARD 
DUPLEX POSTAL BLANKS 
SOUVENIR POSTAL BLANKS 


WABASH COATING MILLS 


B. C. HILL, Manager C. F. GRIFFIN, East. Agt- 
F. M. HILL, Secretary WABASH, IND. Wool Exchange Bldg.,N. Y- 


WABACOAT 

















STEAM ENGINE BUILDERS 






The Largest Line of Modern Engine Pat- 
terns in the World. 
Send for Illustrated Catalogue 
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Chicago Coated Board Co 's Plant, showing two of the Black-Clawson Co.’s 
118-inch Board Machines 





WE ALSO MANUFACTURE A GENERAL LINE OF MACHINERY FOR PULP AND PAPER MILLS 


———a ———I 
. 


paces: Pe ee ee 
a Soe a aE TeR 


Saturating Machinery eslliiicdiiad, Ink Mills 
Evaporating Machinery — Perforators, Etc. 





Mh A 4 
‘L.&D.S. RIKER) ROPE_DRIVING' TG 


IS THE 
Importers and Manufacturers’ Agents 








STEADIEST and 
1ST. DRIVEN QUI ETEST 


46 CEDAR ST., NEW YORK @ 


of all systems for 


transmitting power 


OUR \ | 


All Tests Sole Agents for the United States am INSTALLATIONS . 
SODA ASH and Canada of THE UNITED >; CONVINCE 
ae ALKALI Co., Ltp., of Great POWER DELIVERED TO TWO PONTS FROM f 
ALKALI Britain, for the sale of their various 


cae GEO. V. CRESSON co. ff | 


Power Transmitting Machinery 


BLEACHING POWDER || |i pussusmmeeemmens 
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IMPORTS OF PAPER AND PAPER STOCK AT NEW YORK, BOSTON AND PHILADELPHIA. 


IMPORTS OF PAPER STOCK AT 
NEW YORK. 


From January 2, 1906, to November 13, 1906. 

















nr 
Whence is <o Manila 
Imported a Oo > Stock. 

x = 

bs Bs Coils 
Antwerp 35.793 30 $37 803 
Barcelona 407 ‘ +546 192 
Bordeaux 1.404 : vr 83 nc 
Bremen 105 928 
Bristol 1,390 
Central America 619 277 
Christiania as 
Copenhager 609 374 
Genoa 592 100 335 2, 2 253 
Glasgow 3h4 218 5 1,970 77 
Hamburg 8,338 118 1,337 14,558 1,010 
Havre 15,320 1,751 636 
Hull : 24,180 40 11,848 7,800 
Leghort 1,405 607 179 
Liverpool 16,107 197 .-+ 17,926 6,887 
London ‘ 5.419 94 30 12,497 06,702 
Marseill 1,709 | een 908 1,224 
Newcastle 292 “2% 
Rio Janeiro 51 eT 7T 
Rotterdam 14F 5.473 987 
Stettin . 798 2,000 3,684 645 
rrieste > ; 80 129 


IMPORTS AT NEW YORK. 


For the Week Ended November 10 
Quantity. Value. 


» 1906, 





Aniline Colors....... ror 2,218 $99,336 
Bleaching Powder........ 585 5.558 
Books ..... Lease 440 52,316 
Brimstone aes : as ie ate 
ON cin Nie www cas ine : 5 wis 1,527 
BAMTRVEMES oi. s cin esses 30 3,965 
Gunny ..... 2 wse.60 cos 0606” CORES 
Jute Butts, etc. . is 6,181 42,108 
New spapers .. Ke 144 5,075 
eee cos 1,538 69,475 
Paper Hangings.......... 27 3,122 
TN I ins situies ees 2,684 26,726 
Printed Matter........... 430 59,912 
Boda.._Ash...... Soianddi et ei vin 

Re errr 147 

Terra Alba.. ohne eh Rake icone 

De | Fswe'se ve Se ee 860 1,552 
PP Ci CTA ees ij wedie «iain 
EE s.cheeusseeses SI 1,863 
ME - Scnwusepsaetipieess 10 2,599 
ON er ere 3,135 22,253 


NEW YORK IMPORTS. 


For the Week Ended November 13, 1906. 
Paper. _ 

F. J. Emmerich & Co., La Touraine, Havre, 12 
cs. hangings 

Eisenbach Brothers & Co., K. A. Victoria, Ham 
burg, 3 cs. 

Eisenbach Brothers & Co., Brazilia, Hamburg, 
6 cs. 

Boehm, Brown & Co., by same, 16 cs. hangings. 

Dingelstedt & Co., by same, 38 cs. 

L. Dejonge & Co., by same, 58 cs. 

A. Kraut, by same, 5 cs. 

F. Beck & Co., by same, 8 bs. hangings. 

W. H. Critchley, Martello, Hull, 6 cs. 

Japan Paper Company, Carpathia, Liverpool, 
19 Cs. 

F. Beck & Co., Bremen, Bremen, 51 cs. hang- 
ings. 

E. Majert, by same, 10 cs. hangings. 

Massa & Whitney, by same, 2 cs. 

A. H. Heinze, Potsdam, Rotterdam, 2 cs. 

L. Dejonge & Co., by same, 1 cs. 

FE. G. Soltman, by same, 2 cs. 
F. B. Vandergrift & Co., by same, 11 cs. 
Maltus & Ware, Teutonic, Liverpool, 2 cs. 
American Tobacco Co., by same, 54 cs. 
Kaufman Brothers Bindery, by same, 20 cs. 
R. F. Lang, by same, 30 bs. hangings. 
R. F. Downing & Co., by same, 12 cs. hangings. 
W. Seyd, Samland,eAntwerp, 10 cs. 
G. W. Sheldon & Co., ty same, 52 cs. 
Kupfer Brothers, by same, 59 cs. 
H. A. Schwartz, by same, 3 cs. 
Hensel, Bruchmann & Lorbacher, by same, 51 cs. 
P. W. Gesswein, by same, 22 cs. 
Herman Lips, by same, 68 cs. 
Dingelstedt & Co., by same, 17 cs. 
Eimer & Amend, by same, 19 cs. 
R. F. Downing & Co., by same, 8 cs. 
L. Dejonge & Co., by sam®, 6 cs. 





L. C. Wagner, by same, 4 cs. 

Steffens, Jones Company, by same, 5 cs. 

Steffens, Jones Company, Pennsylvania, Ham- 
burg, 10 cs ; 

I. Beck & Co., by same, 18 cs. hangings. 

R. Mayer & Co., by same, 12 cs 

©. P. Schwarzwalder, by same, 6 cs. 

G. W. Sheldon & Co., by same, 64 bs 

Wilkinson Brothers & Co., by same, 92 bs., 172 


/ 
1] 
rolls. 


D. S. Walton & Co., by same, 244 rolls. 
Vernon Brothers & Co., by same, 18 cs. 

G. Amsinck & Co., by same, 2 bs. 

\merican Express Company, by same, 5 bs. 

L. J. Spence, America, Antwerp, 9 cs. 
Kennedy & Moore, by same, 16 cs. 

F. J. Emmerich & Co., by same, 5 bs. hangings. 
Geo, Goodsir, Caledonian, Glasgow, 3 cs. 

J. C. Drucklieb, La Touraine, Havre, 7 cs. 

B. & O. Meyer, Carmania, Liverpool, 17 cs. 

Fr. B. Vandergrift & Co., by same, 3 cs. 

W. H. S. Lloyd & Co., New York, London, 





E. G. Soltman, by same, 1 cs. 
R. F. Downing & Co., Minneapolis, London, 


Rags, Paper Stock, Etc. 


John H. Lyon, Victorian, Liverpool, 41 bs. rags. 

John H. Lyon, Americ&, Antwerp, 82 bs. waste. 

P. J. Fearon, Bristol City, Bristol, 462 coils 
rope. 

F. Salomon & Co., Martello, Hull, 61 bs. ma 
nilas. 

G. W. Millar & Co., by same, 44 bs. rags. 

E. Butterworth & Co., Mesaba, London, 111 bs. 
bagging. 

Castle, Gottheil & Overton, Cevic, Liverpool, 
52 bs. bagging, 87 bs. rags. 

E. Butterworth & Co., by same, 220 bs manilas. 

P. J. Fearon, by same, 32 bs. manilas. 

Castle, Gottheil & Overton, Furnessia, Glasgow, 
82 coils rope. 

P. J. Fearon, Monviso, Barcelona, 192 coils 
rope. 

P. J. Fearon, Georgic, Liverpool, 185 coils rope. 

Castle, Gottheil & Overton, Pennsylvania, Ham- 
burg, 42 bs. rags. 

A. Katzenstein, by same, 24 bs. manilas. 

Salomon Brothers & Co., by same, 80 bs. rags. 

F. Salomon & Co., by same, 59 bs rags, 102 
coils rope. 

Train, Smith Company, Moltke, Hamburg, 420 
bs. rags. 

A. Katzenstein, America, Antwerp, 269 bs. rags, 
11 bs. manilas. 

G. W. Millar & Co., Pennsylvania, Hamburg, 
37 bs. manilas. 

G. W. Millar & Co., Graf Waldersee, Hamburg, 
8: bs. rags. 

Castle, Gottheil & Overton, Ryndam, Rotterdam, 
83 bs. rags, 209 bs. bagging. 

Train, Smith Company, Carmania, Liverpool, 
120 bs. bagging. 

Castle, Gottheil & Overton, Demare, Leghorn, 
162 bs. bagging. 

C. Harley, Colon, Central America, 42 bs. rags. 

M. O'Meara, by same, 26 bs. waste paper. 

A. Katzenstein, Bordeaux, Havre, 66 coils rope. 

Castle, Gottheil & Overton, by same, 205 bs. 
rags. 

P. J. Fearon, America, Marseilles, 56 coils rope. 

Chas. Harley, Finance, Central America, 40 
coils rope. nN 

Salomon Brothers & Co., Brazilia, Hamburg, 48 


bs. rags. 

Geo. W. Millar & Co., by same, 53 bs. rags. 

Castle, Gottheil & Overton, by same, 14 bs. rags. 

F. Salomon & Co., by same, 122 bs. rags, 248 
bs. manilas. 

A. Katzenstein, St. Andrew, Antwerp, 200 bs. 
manilas, 833 bs. rags. 

F. Salomon & Co., by same, 50 bs. rags, 109 bs. 
manilas. , ; ; 

E. Butterworth & Co., by same, 486 bs. manilas, 
178 bs. rags. 

Castle, Gottheil & Overton, by same, 685 bs. 
rags, 30 bs. manilas. 

Train, Smith Company, by same, 192 bs. ma- 
nilas, 55 bs. rags. 

<. Gottesman & Son, by same, 125 bs. manilas. 

\. Salomon, by same, 148 bs. rags. 

\. Salomon, Martello, Hull, 344 bs. rags. | 

E. Butterworth & Co., by same, 157 bs. bagging. 

Train, Smith Company, by same, 299 bs, bag: 
ging. , 

P. J. Fearon, by same, 302 coils rope. 

Bleaching Powder. 

1. L. & D. S. Riker, Exeter City, Bristol, 160 
cks. = . : 

J. L. & D. S. Riker, Georgic, Liverpool, 159 cks. 

‘A. Klipstein, Zeeland, Antwerp, 226 cks. 


_ . Soda Ash. _. 
J. L. & D. S. Riker, Georgic, Liverpool, 26 cks. 


China Clay. 


J. Lee Smith & Co., Cevic, Liverpool, 20 cks. 


FF. A. Reichard, by same, 30 cks 
Perkins, Goodwin & Co., by same, 40 cks. 


Hide Cuttings. 


\. K. Gardner & Brother, Cevic, Liverpool, 
84 bs 


E. Butterworth & Co., by same, too bs. 
E. Butterworth & Co., Martello, Hull, 152 bs. 
Wood Pulp. 


F. Salomon & Co., Pennsylvania, Hamburg, 400 
bs., so tons. 

E. Butterworth & Co., H. Olav, Copenhagen, 
80 bs., 10 tons. 

R. Helwig, America, Antwerp, 560 bs., 1oo tons 

J. Freese, Potsdam, Rotterdam, 26 bs. straw 
pulp, 5 tons. 


BOSTON IMPORTS. 


From November 5 to November 12, 1906, inclusive 


Paper. 
John H Lyon, Michigan, Liverpool, 90 bs 
waste 
Reichner Brothers, Cestrian, Liverpool, 1 cs. 
paper. 


stone & Downer Company, by same, 4 cs. books, 

J. L. Fairbanks & Co., Columbian, London, 2 cs. 
paper. 

C, E. Lauriat & Co., by same, 7 cs. books. 

Potter Drug and Chemical Company, by same, 
1 bale newspapers. 

W. H. Guild & Co., Saxonia, Liverpool, 5 bs. 
periodicals. 

Thos. Groom & Co., by same, 1 cs. paper. 

Dennison Manufacturing Company, by same, 6 
cs. tissue paper. 

Reichner Brothers, by same, 2 cs. paper. 

American Express Company, by same, 5 _ bs. 
books, 

Stone & Downer Company, by same, 1 cs. books, 
1 cs. wall paper. 

Little, Brown & Co., by same, 2 cs. books. 

Irving & Casson, by same, 1 cs. wall paper. 

L. F. Perry-Whitney Company, by same, 1 cs. 
wall paper. 

R. F. Downing & Co., Manitou, Antwerp, 170 
rolls wrapping paper, 3 bs. colored paper. 

Carter, Rice & Co., by same, 23 cs. paper. 

Leo Higginson & Co., by same, 5 cs. paper. 

W. H. Guild & Co., Sachem, Liverpool, 5 bs 
periodicals. 


Rags, Paper Stock, Etc. 


Order, Cymric, Liverpool, 10 bs. rags. 

Train, Smith Company, by same, 65 bs. waste 
paper. 

American Express Company, by same, 65 bs. 
waste paper. 

J. Spaulding & Sons Co., Manitou, Antwerp, 
327 bs. flax waste. 

Order, by same, 478 bs. flax waste. 

Crocker, Burbank & Co., by same, 200 bs. waste 
paper. 

Order, Columbian, London, 40 bs. rags, 17 bs. 
manilas, 58 bs. waste paper. 

Hollingsworth & Vose Company, by same, 182 
coils manilas. 

Hollingsworth & Vose Company, Sagamore, Liv- 
erpool, 138 coils manilas. 

Heltincoworth & Vose Company, Sachem, Liver- 
pool, 1oq4 coils manilas. 

Train, Smith Company, by same, 207 bs, rags, 
162 bs. waste paper, 20 bs. manilas, 

J. Spaulding & Sons Company, by same, 132 bs. 
flax waste. 





Sizing. 
E. Butterworth & Co., Saxonia, Liverpool, 234 
bags. 


Bleaching Powder. 


Linder & Meyer, Cestrian, Liverpool, 45 cks. 
J. L. & D. S. Riker, Saxonia, Liverpool, 15§ cks. 
J. L. & D. S. Riker, Sagamore, Liverpool, 403 
ks. 
= J. L. & D. S. Riker, Sachem, Liverpool, 325 cks. 
China Clay. 


Hammill & Gillespie, Sagamore, Liverpool, 450 
cks, 

C, S. Bush & Co., Sachem, Liverpool, 40 cks. 

Champion-International Company, by same, 476 


cks. 
Warren & Co., by same, 150 cks. 


PHILADELPHIA IMPORTS. 


For the Week Ended November 10, 1906. 


Muller, Schall & Co., North Point, London, 197 
bs. rags. 

Order, by same, 95 bs. rags. 

John H. Lyon, Maryland, London, 321 bs. rags. 

John H. Lyon, North Point, London, 83 bs. rags. 
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JOHN KNIGHT & CO. 


China Clay Importers 
SPRINGFIELD, MASS. 


Sole Agents for the 


- LGV, W.ER,<& 


and other Brands of 


CHINA CLAY 


L. G. V. is a Natural Pure White, Free from Any Artificial Tinting. 
For Coating, Bleaching or Fine Papers It Is Unsurpassed. 








PAUL BERLOWITZ | 


132 Nassau Street, NEW YORE 
Importers of RAGS, PAPER. STOCK, ETC. 


Salomon Bros. & Co. | 


Formerly FELIX SALOMON & CO. 





99 NASSAU STREET! 
New York 


Importers of all Grades of 
Rags and Paper Stock 


Representing GEBR. SALOMON, Harburg, Hamburg, Germany 
GEBR. SALOMON, Hanover, Germany 











| 





FOREIGN AND DOMESTIC 


Paper Stock 
New Cuttings 


(Cochrane Chemical Co. 


55 KILBY STREET BOSTON, MASS. 
MANUFACTURERS OF 


Alum 


Highest tests, free from iron, and all other grades used by paper makers. 
Also Manufacturers of ACETIC ACID, SULPHURIC ACID 


and other chemicals. 


WM. J. CORBETT & CO! Fer7x SALOMON & OO. 


Wholesale Dealers in 
and Packers of 


COTTON RAGS and 
PAPER MAKERS’ SUPPLIES 


A STREET, SOUTH BOSTON, MASS. 





OUR SPECIALTIES: “EXCELSIOR” and “STAR” PACKINGS 





H. MEYER & CO. 


2 Catharinen St. 


LUBECK, Germany 


EXPORTERS of Paper Stock, Ropes, 
Flax Spinning Waste, Flax Rovés, 
Jute Card Waste, Paper Waste, Glue 
Stock, Buffalo Sizing 

IMPORTERS of Sisal Ropes, 

Black Cotton Stockings 


. Branch Office: 
HAMBURG, Ferdinandstr. 









Cable Address: 
“MEYERCO, LUBECK.” 








NASSAU-BEEKMAN BUILDING 
140 NASSAU STREET, NEW YORK 


Importers of and Deaiers in 


Rags, Paper Stock, etc. 


AKT. CES. FUR MASCHINENPAPIERFABRIKATION 


ASCHAFFENBURG 


Manufacturers of Bleached and Unbleached 


SULPHITE WOOD PULP 


| of finest quality, excellent strength, length of fibre and splendid color 


MITSCHERLICH-PULP « speciats 


Daily production 200 tons dry weight. 


Sole Agent for Export to Transatlantic Countries: 


HUGO HARTIG, HAMBURG 


(GERMANY) 
PULP IMPORTER ANU EXPOFTER 


FELIX SALOMON & CO. 


140 NASSAU STREET, NEW YORK 
REPRESENTATIVES FOR V.S. A. AND CANADA 
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THE EARLY HISTORY OF WOOD PULP. 


A Glimpse at the Pioneers in This Epoch Making Process—Its 
Slow Introduction and Enormous Growth—The Difficulties of 
the First American Manufacturer in Selling Wood Papers. 


(Written for THe Paper Trade JourRNAL by Albert Komp.) 

Intelligent paper makers who welcome their trade papers for the 
sake of interesting and useful information are aware that the me- 
chanical production of ground wood pulp by the grinding operation 
was preceded by the chemical soda pulp process, the latter being 
the sequence of the chemical straw pulp process—the same relating 
especially to the solution and elimination of the incrusting matter 
with alkalies. Superior to all wood fibres we find the sulphite, 
which so far stands unequaled. 

The earliest American patents on digesters for paper pulp are 
dated September 2, 1840, and June 11, 1850, issued to G. Spofford, 
and on June 25, 1845, to R. Deering, Sr. 

Wood grinders were patented in our country by Roberts & Ham- 
bly August 21, 1847; by M. D. Whipple May 29, 1855, and by Henry 
Voelter August 10, 1858, etc. 

Christian Voelter claimed a patent on his invention of a machine 
for grinding wood while a current of water was applied to the 
stone in 1847. 

Voelter’s patents relate to the invention of making ground wood 
pulp that is credited to the weaver Gottfried Keller, of Gross 
Hainichen, in Saxony, who succeeded after many hard trials to 
transform wood on a grindstone into paper pulp, of which he pro- 
duced wood paper sheets in the old hand made fashion by dipping 
the mold vertically into the pulp and bringing it up horizontally. 

As it often happens that necessity forces invention, the existing 
scarcity of rags in 1840 having reached a climax, the intelligent 
Saxon studied the question of relief, and conceived his happy idea 
in time to supply the increasing requirements of paper to answer 
the growing thirst for knowledge of the human race. 

It is quite presumable that Keller was well informed in regard to 
the discoveries and teachings of Jacob Christian Schaffer, doctor 
of divinity at Regensburg, who in 1765 to 1771 published the first 
edition of his book on the practicability of making paper from 
various substances, mentioning wasp nests, wood shavings, red 
birch, willow, poplar, mulberry and spruce wood. Professor Kirch- 
ner in his work, “Das Papier,” states that he has examined samples 
of paper sheets produced by Schaffer, and found that the spruce or 
fine sheets were well preserved, although 125 years old. He found 
the fibres well prepared, and the whole stuff equal to the quality of 
our ground wood pulp. The samples of paper derived from the 
second edition of Schaffer’s book, made by the paper master Meck- 
enhauser at Regensburg in his stamp mill in 1770, were of a better 
quality. Kirchner states that hereby it is contended that Schaffer 
was the first to make good and lower grades of wood papers by 
using suitable but simple means. Keller sold his valuable inven- 
tion to the makers of paper machinery Voelter, in Heidenheim, Ger- 
many, who obtained a patent in America in 1858. 

This wood pulp machine materially improved, and made more 
useful by its gradual enlargement, has played an important part in 
the United States, especially on account of the growing demand 
for newspapers—which do not require a material of great durability. 

The early history of the introduction of wood in this country is 
but imperfectly known, its development having been retarded by the 
usual opposition to progress. In this line we quote a few note- 
worthy remarks from the book of Davis on “The Manufacture of 
Paper,” printed in 1886: 6 

“The remarkable advance which has been made in the United 


- States in all classes of manufactures during the past twenty years 


has excited alike the admiration and the envy of the civilized world, 
but in no industry has greater progress been made than in the 
fabrication of paper. The, great ingenuity and intelligence of our 


people, coupled with an abundance of all the raw materials used 
in paper making, have aided in developing that industry in this 
country to proportions entirely unknown in any other country on 
the globe.” 

Regarding the difficulties met by the first makers of ground wood 
papers, we quote further from Davis: 

“Pearson C. Cheney, ex-Governor of New Hampshire, has de- 
scribed the difficulty of introducing paper made from wood. In his 
testimony before the Senate Committee on Education and Labor, 
Mr. Cheney said: ‘When Mr. Russell built his mill at Franklin, 
those of us who were engaged in the manufacture of paper and had 
no knowledge of what could be done with wood supposed that his 
enterprise would ruin him. We supposed that his material would 
be more like sawdust or clay. Mr. Russell completed his mills at 
Franklin; but after manufacturing the pulp he could not find a 
paper manufacturer who would buy a pound of his wood pulp, 
because they did not believe in it—they had no faith in it—and he 
was compelled to buy a paper mill in order to make a good test of 
it, which he did in Franklin, right beside the pulp mill, and made 
the test, and a successful test, and showed a very good paper. 
After the paper was made he found great difficulty in selling it. 
The printers felt that they could not use it—they were afraid to 
use paper made from raw wood—they were afraid it would injure 
their type or ruin it, and they declined to use it. His selling agents 
were the firm of Rice & Kendall, of Boston. They resorted to all 
sorts of devices to get the paper used, but they were finally obliged 
to resort to something that did not appear on the surface, but 
seemed to be necessary in order to secure the introduction of the 
paper into use. They had an order, I think, from the Boston 
Herald for about 500 reams of paper. They were supplying that 
paper regularly from month to month, and without saying any- 
thing as to the nature of the paper they sent paper made from 
this wood; the paper passed and was used, and when the next 
order came, and they delivered the regular paper which they had 
been in the habit of sending before, the Herald people came to 
Mr. Rice in some displeasure, and asked him why he could not 
send such paper as he had sent the month previous. He told them 
he could do so if they preferred it, and they said they did. They 
said that it worked very well—very much better than the other. 
So he told them that the next order he gave them he would send 
some of that paper. The next month he again delivered 500 reams 
of the wood paper, and that was used and gave great satisfaction. 
But I think they were using it for six months before they knew 
that it was wood paper. That established the use of that class of 
paper, and there was no trouble after that in selling it. The fact 
is that it absorbs the ink better, and works much better for 
printing than other paper does, and works particularly well on 
rapid presses.’ ” 

During the early sixties the introduction of ground wood pulp 
made slow progress, the multitude considering the article to be an 
undesirable adulteration. Even during the Civil War, when prices 
advanced to an unprecedented figure, we find that publishers were 
extremely desirous of printing their war news on paper that could 
be preserved indefinitely. Regarding prices, we mention a few 
from those times that appear almost incredible as compared with 
present quotations. Early in 1862 the price of ordinary news paper 
ruled at 8 cents per pound, but before ten months of the year had 
passed the price was increased to 17 cents, and No. I printing was 
30 cents, while all writing papers were 40 cents. The prices of 
paper continued to increase, until in 1864 news paper sold at 28 
cents per pound and fine book papers at 45 cents. 

In January, 1865, the price of common news paper, straw, etc., in 
New York city ranged from 20 to 22 cents per pound, and the price 
of good news paper, rag, was from 22 to 25 cents, fair white book 
was 25 to 28 cents, and extra book from 28 to 32 cents. The aver- 
age price for first class writing, folded, during 1865, was 52% cents 
per pound; superfine writing, folded, 50 cents; superfine flats, 45 

(Continued on page 60.) 
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DIRECTORY 


Cards under this heading will be 
charged for at the rate of $15 per annum 
for each card of three lines or less. 
Each additional line $5. 


Accountants, Certified Public. 
I OOMIS, CONANT & CO. 
4 


Certified Public Accountants, 
20 Broad Street, New York. John R. Loomis, 
Cc. P. A., Leonard H. Conant, C. P. A. 


Accountants and Cost Experts. 


II W. BROOKS, JR., & CO., 15 Wall St., New 
York. Systematizers, cost experts, auditors, 
appraisers. Specialists for pulp and paper mills. 


Architects and Engineers. 


EAN & MAIN, Mill Engineers and Architects, 
I Exchange Building, 53 State St., Boston, 
Mass. Paper and pulp mills. Steam, hydraulic 
and electrical developments. Examinations and re- 
ports of projects 


NAIRBANKS & MOODY, Mill Engineers and 
Architects. Paper and Pulp Mills. Hydraulic 
Development. 150 Nassau Street, New York. 


ARWELL, E. S., Mem. A. S. M. E. Consult- 

ing Engineer; Specialties, Mechanical Equip- 

ment, Heating, Ventilating and Fuel Economy. 
309 Broadway, New York. 


| ARDY, GEO. F,. M. Am. Soc. M. E., Con- 
sulting Engineer. 309 Broadway, New York. 


yee S. KIMBALL, Chemical Engineer, 
613 Mohawk Bldg., sth Ave. & 21st St., New 
York, and Paddock Bldg., 101 Tremont St., Boston. 


PPE, CHAS. B., Mill Architect and Hydraulic 
Engineer. Specialties: Paper and Pulp Mills. 
Appleton, Wis. 


Qnow & HUMPHREYS, Mill Architects, En- 
\) gineers. Paper and Pulp Mills. Steam and 
Water Power Plants. 85 Water St., Boston, Mass. 


OGEL, C. H., A. M., Can. Soc. C. E., Paper, 
Pulp and Sulphite Fibre Mills; Water Power 
Development. Ottawa, Canada. 


OLLMER, JOHN, Practical Lead Burner, 112 

Minden St., Roxbury, Mass. Estimates fur- 

nished on all kinds of Leadwork. Specialty for 
Sulphite Mills. 


JOSEPH H. WALLACE, C. E., 
M. Am. Soc. C. E., M. Can. Soc. C. E. 
Industrial Engineer. 
Temple Court Building, New York. 
Cable Address, “Triplex,” New York. 


Bale Ties. 


ILSON, H. P. & H. F., Manufacturers of 
Steel Wire Bale Ties, for baling all com- 

pressible material. 577 and 579 Tenth Ave., 
New York City. 


Boards. 


ANK P. MILLER PAPER CO. 
HIGH GRADE SPECIALTIES, BOARDS, 
East Downingtown, Pa. 


Fourdrinier Wire Manufacturers. 
ROWN & SELLERS, Manufacturers of Four- 
drinier Wires, Wire Cloth, Dandy Rolls, etc. 
Holyoke, Mass. 
NEDERAL FOUR CLOTH CO., Harrison, N. J. 


*OURDRINIER WIRES 
CYLINDER MOULDS. 


Jute Butt Brokers. 


\ABOT, RAY & CO., 
81 Water Street, New York. 


Lead Burner and Chemical Plumber. 


EATON, D. A., Lead Burner and Chemical 
Plumber, P. Box 334, Woburn, Mass. 
Fifteen years’ experience. 


Metal Skylights and Ventilators. 


Ww manufacture metal skylights and ventilators 
for paper and pulp mills. E. VAN NOOR- 
DEN CO., 944-52 Mass. Avenue, Boston, Mass. 


per Clays. 
X NGLISH CHING CLAY co. 
y Finest Clays in England. 


Mines: Cornwall, England. 
New York Office: 25 West Broadway. 


IZZIE CLAY AND PULP COMPANY, Manu- 

facturers White New Process Clay for Paper 
Trade. Established 1870. 

M. T. WARNE, Propricter, Phillipsburg, N. J. 













Albany, N. Y. 


Samples Speak Louder Than Words 


Ask your Dealer, or send us 2c. for testing sample. 
Red Label for Leather Belts; 
Green Label for Rubber or Canvas. 
No one kind is good for all belts. 


Stephenson Manufacturing Co. 


And there is no string to this method of selling our 


STEPHENSON 


BAR BELT DRESSING 


NO SLIP 





NO SLOP 





Paper Makers’ Supplies. 


|| hata T, C. B., & BROTHERS, 
Paper Boards, Glue, Paper Stock, 
48 Beekman Street, New York. 


Paper Makers’ and Stainers’ Colors. 


Il UBER, J. M., Manufacturer and Importer of 
Carmine, Pulp Colors, Orange, Mineral, UI- 
tramarine, Paper Blue. 275 Water St., New York. 


Paper Manufacturers. 


NORD MFG. CO., 109 West Washington Street, 

Chicago.—Paper Mills at Vandalia, Ill., and 

Clinton, Ia., manufacturers of roofing, carpet and 

deadening felts. 

ERSEY CITY PAPER COMPANY, Fourdrinier 

J Tissues, White, Colored and Copying; Roll 
Tissues, all widths, to order. 

Cornelison Ave. and Montgomery St., 
Jersey City, N. J. 


Patent Attorneys. 


B** .DWIN a WIGHT, 25 Grant Place, Wash- 
ington, D. C. Experienced in securing pat- 
ents on paper vaiiie machinery. 


Rags, Paper and Paper Stock. 


RUNELAT & L’HERMITTE a BREST 
(France). Paper stock, all grades, new and 
old. Mungo and soft rags. Write for the prices. 


OYLE, LUKE, 
B 390 West Broadway, New York. 
\HASE & NORTON, High Grade Shavings and 
. Book Stock a Specialty. 

277 Water Street, New York. 
WLYNN, MICHAEL, 

k s Congress Street, Brooklyn, New York. 
1 OTTESMAN & SON, M., Paper Makers’ Sup- 
plies. Black Cotton Stockings for export a 

specialty. 53 Park Row, N. Y. 

EMINGWAY, WM. 
| R., 31 South Third St., Philadelphia, Pa. 

ILLS, GEO. F., 
H 54 Roosevelt Street, New York. 


How’ ELLER, THEODORE, & CO., Buffalo,- 


Dealers in Rags and Paper Stock. 


OFEL . ER, THEODORE, & CO., Buffalo, 
H" x . We pay the highest market price for 
a hand Alkali Bags and all kinds of second 
hand Burlap Bags. 


OFELLER, THEODORE, & CO., Buffalo, 
*% 4 the highest market price for 
Old Brass Wire Cloth and Old Paper Mill Felts. 
UGHES, LAURENCE, 
I 229 to 237 Union Ave., Brooklyn, New York. 
I ~ENHART, J. I., 246 North Delaware Avenue, 
4 Philadelphia. 
IBMANN, JOSEPH, & CO., 
. Mercantile Building, c 
~ Corner Hudson and Vestry Sts., New York. 
The only house in existence which deals 
EXCLUSIVELY IN NEW CUTTINGS 
of every grade and description. 


IVERPOOL MARINE STORE CO., Liverpool, 
| # England. L. M. S. Wood Tag, Manila, Rope 
and Star Brands (Registered). 


Rags, Paper and Paper Stock—Continued. 
f. YON CO., INC., JOHN H., 

174 Duane Street, New York. 
M cGUIRE, MICHAEL, 


too and 102 Tenth Avenue, New York. 


\ URPHY, DANIEL lI., 
4 39 North Water Street, 
Philadelphia. 


S IMMONS’, JOHN, SONS, Paper and ee 
K Stock, 28 and 30 South Marshall Street ( 
merly Decatur Street), Philadelphia, Pa. 


JOHN SINNOTT PAPER STOCK COMPANY, 
COTTON and WOOLEN RAGS a * oars. 
504-506 West Thirty-eighth Street, ork. 


Sealing Wax. 


B ROWNE, M. C. 
E specially for Paper Mills and Wholesale Paper 
Dealers. Holyoke, Mass. 


Straw Board. 


\ ANHATTAN STRAW BOARD CO., 141-145 
4 Wooster St., New York. 
Cc. E. HAWKINS, Treas. 


Straw Pulp. 
FREESE, JEAN, 132 Nassau St., New York. 
Teaming. 


I ISTRIBUTORS and Forwarders of Paper. 

Now handling shipments for mills throughout 
the country. M. C. HAGGERTY & SON, 30 Sher- 
man St., Chicago. 


Waxed Papers. 


eae MFG. CO., THE, Manufac- 
turers of all kinds of Waxed Papers, plain 
and printed. 232 and 234 Greenwich St., New York. 
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Nant and For Sale Advertisements 


hae od gee AT ONCE—Two timekeepers, one 

clerk and stenographer, one storekeeper, 
all between the ages of twenty and thirty years, 
and who have had experience in the office of paper 


companies; chance for advancement for each; 
situation in the country; salary, $50 to $75 per 
month Address in perfect confidence, E. M. Cook, 


New York 


gta nad for book mill, foreman of depart- 
ments in cutting and finishing rooms; some 


smart cuttermen, accustomed to high speeds, and 


20 Broad st., 


men and women finishers; liberal wages will be 
given to good workers. Apply to Poplar, care 
Paper Trade Journal 


Te. MACHINE TENDER wants po- 
/ sition; first class on news and chip; well 
up on combination boards; good reason for chang- 
ing. Address H. J., care Paper Trade Journal. 


Al MAN WANTED to take charge of an in- 
grain hanging mill having one 60 inch 
machine in operation; must be able to prepare 
stock and color same in proper manner. Apply to 
Box 60, Paper Trade Journal. ; 


ACHINE TENDER wanted on cylinder ma- 
i chine making roofing and deadening felts. 
Apply Ford Manufacturing Company, Vandalia, 
OBER, STEADY BEATERMAN wanted in 


roofing and building paper mill; good pay and 


steady job for right man; give reference. Address 
Beaterman, care Paper Trade Journal. 
UPERINTENDENT, with practical know!l- 


\O edge of card, book, lithograph, news, blotting, 
manila and writing paper; understands rag or 
wood stock thoroughly; will be open for position 
about January 1, 1907; can furnish the Dest of 
reference. Address Book, care Paper Trade Jour- 
nal. : 


Qs LIVE MAN wanted who can run cyl- 
inder machine or beaters, to work as extra 
man and millwright helper in rag mill; must 
have good references as to sobriety and ability. 
Address Rag Mill, care Paper Trade Journal. ‘ 


Wwe \ rotary boiler about 7 feet 
diameter, 24 feet long; stand go pounds 
steam pressure Send full particulars and price 
to X. O. Z., care Paper Trade Journal. 


TANTED AT ONCE—Two experienced and 
, competent SUPERINTENDENTS for large 
SULPHITE PLANTS, one now running, the 
other in course of erection; applicants must be 
capable managers of help and understand mechan- 
ics and chemistry in so far as the same can be 
applied or have a bearing on the intelligent opera- 
tion of up to date sulphite plants. Apply by let- 
ter to the Stebbins Engineering and Be 
ing Company, Watertown, N. Y 


eee would like position in 
mill making all wood tissues; fifteen years’ 
experience on waxed and plain tissues. Address 
Wax, care Paper Trade Journal. 


TT? FIRST CLASS CYLINDER MA- 
CHINE TENDERS wanted; first class pay 

to the right men. 

Journal. 


OSITION WANTED by salesman who has 
had twenty years’ experience in Philadelphia 
paper jobbing trade; mill connection to represent 
locally or travel. Address W. P. S., care Paper’ 
Trade Journal. 


APER STOCK SALESMAN wanted. 
dress, giving age, experience, etc., 

care Paper Trade Journal. 
OSITION WANTED by a good machine 
tender experienced on fine book papers and 


news; am cmgeayes, but wish to change. Address 
K. H., care Paper Trade Journal. 


Address Jute, care Paper Trade 


Ad- 
Stock, 


WANTED! 


Paper Mill Managers 
AND EVERYONE ELSE 
interested in the purchase and sale of PAPER 
MILL MACHINERY toeget our Monthly 


List of Second-hand Paper Mill 
Machinery. Mailed regularly to address of 


Revised 


interested parties upon request. 


Shartle Bros. Machine Co. 


MIDDLETOWN, OHIO. 
WANTS, 





| 








PAPER BAG MANUFACTURER wanted—A 
fibre wrapping paper mill desires to commu- 
nicate with a practical, experienced bag _manufac- 


turer with a view to operating bag factory in 
connection with paper mill; location exceptionally 
advantageous. Address Bags, care Paper Trade 


Journal. 


OSS PAPER MAKER, well up in manufac- 
ture of colored papers, wanted by small mill 
making colors and specialties; state age, experi- 
ence and references. Address Box 44, care Paper 
Trade Journal. 


UPERINTENDENT WANTED—Man _ un- 
der thirty-five years preferred, must be good 
paper maker, to take charge of a large mill mak- 


ing manila and special papers. Address 88, care 
Paner Trade Journal. 
SUPERINTENDENT wants position; accus- 


tomed to book, flour sack, manilas, board, tis- 
sue and wax papers; good references. Address H. 


T., care Paper Trade Journal. 


RACTICAL PAPER MAKER, twenty-four 
years of age, speaks and _ writes rench 
fluently, with two years’ experience in engineering 
work, three years’ experience in practical paper 
making, and who completed Yhe course at the tech- 
nical school for paper makers in Vienna, seeks 
situation as first assistant to the proprietor or 


| superintendent in some first class mill; can fur- 


nish best references from leading firms making 
fine papers, writings, etc.. in Germany and France. 
Apply under chiffre E. N. 146, care Gustav Ferd. 
Schacht & Co., Leipzig, Germany. 


UPERINTENDENT open for position after 
\3 November 1; best references; Art on book, 
news, manila and specialties and repairs. Address 
77X,. care Paper Trade Journal. 


\ ASTER MECHANIC wants position; is 
a familiar with all kinds of paper mill work; 
aged thirty-seven; first class references. Address 


Mechanic, care Paper Trade Journal. 


APER MAKER specially trained in making 

fine papers, etc., who has also had experience 

in engineering work, wants situation in paper mill 

where he has the chance to become a partner, 

Kindly apply under J. W. 147, care Gustav Ferd. 
Schacht k Co., Leipzig, Germany. 


ITUATION WANTED ass superintendent; 
well up on stock and wood papers, flour sack, 
rope, manila, hardware fibre, tissue and box board; 
sober man with family. Address A. B., care 
Paper Trade Journal. 


peaeren MECHANIC wants position; thor- 
a oughly practical, up to date, in large pulp 
and paper mills; experienced, competent, efficient 
and temperate. Address Good Results, care Paper 
Trade Journal. 


ALESMAN WANTED by a wholesale paper 
w house to handle New England trade; state 
experience and salary expected. Address O. M., 
care Paper Trade Journal. 


UPERINTENDENT at present running one 
of the most modern news and mechanical 
ground wood mills in New England will be open 
for engagement after October 27. Address Sam- 
ples, care Paper Trade Journal. 


FOR SALE. 


PH. HAKE MANUFACTURING COMPANY 


Makers of Fine Stationery, 
NEW YORK CITY. 

Stock of above concern, representing ten thou- 
sand dollars (100 shares), can be had at_a bargain. 
Inquire of Mrs. George Proctor Knott, Springfeld, 
Mass., or of her attorney, O. B. Gould, 271 Broad- 
way, New York. 


Paper Mill to Lease 


The well known and desirable mill 
operated by the Derby Mills Company, 


formerly 
Shelton, 


Conn., can be had at a very reasonable price. 
Ten 800 Ib., three 1,400 Ib. beating and three 
Jordan engines. One 68 inch and one 88 inch 
cylinders. Capacity, 35,000 Ibs. 24 hours. Ad- 


7 Robert McBratney, 121-3 Franklin st., New 
WANTED 

Old Brass Wire Cloth, Scrap 

Brass, Old Paper Mill Felts. 


Will be pleased to quote prices, Write to 


THEODORE HOFELLER & COMPANY, 


98, 100, 102, 104, 106, 108 Terrace, BUFFALO, N.Y. | 
CONTINUED ON NEXT PAGE. 


FOR SALE, ETC., ADS. 





j 
i 





FOR SALE 
18 and 34x42 Atlas Heavy Duty 
Corliss Engine. 
Recently manufactured and never been 
used. Will be disposed of at a bargain. 


ATLAS ENGINE WORKS, 
INDIANAPOLIS. 


FOR SALE 
Several Beating Engines, both iron and 
wood tubs. ; 
One 23 H. P. Fitzgibbons Boiler. 
One 4-Pocket Pulp Grinder. 
Pulleys, Water-wheels, etc. 
DILTS MACHINE WORKS, Fulton, N. Y. 








We are in the market for 50 tons of 


Black Cotton Stockings 


Will buy large or small quantities. We would like 
to hear from parties that have any to offer. Terms 
NET CASH. P. LEONARDIS & SONS, 

55-59 River St., Newark, N, J. 
Also dealers in all kinds of Rags, Paper Stock, 
Rubbers and Metals. 


FOR SALE 


One 12 Plate, 12 x 42, almost new 
Screen, with new plates. 

Two 8 Plate Screens. , 

One 90” Fourdrinier, 50 ft. wire. 

One 76” Fourdrinier, 46 ft. wire. 

Four 36x62 Dryers. 

Four 36 x 48 Dryers. 
One 4” Fan Pump. 
One Left Hand Holland Beater. Cypress Tub. 
Roll 40 x 36. 17 ft. Tub. Perfect order. 

Two I. B. Davis Power Pump Plungers, 7” diam. 
Heavily geared T. & L. Pulleys. 





Gotham 


Three A No. 1 Rotary Boilers. 
One Compensating Winder. 
One Jordan Engine. 


One Marshall Engine. 
One Rag Cutter. , 
The following Corliss Engines: 
Two 18 x 42. 
One 12 x 36. 
One 12x 24. 
One 10x 24. 
Pair 20 x 48. 
One 84” B. & C. Revolving Cutter. 
One 62” B. & C. Revolving Cutter. 
One 38” Brown & Carver Automatic Clamp Cut- 
ter. 
Two Iron Cones. 7 ft. x 24” x 38”. 
One 32x13” Clutch Pulley. 2% shaft. 
One 20x 7” Clutch Pulley. 1 15-16 shaft. 
Write us for anything you want. 
MILLS MACHINE CO., 
Lawrence, Mass. 





FOR SALE 


Paper and Pulp 
Machinery 


1—110" Cylinder Paper Machine. 

1—72" Fourdrinier Paper Machine, completed. 

10-10 and 12 late Gotham Screens, 1905 make, 
used only 9 months. 

4—N. E. Grinders, 26x50, stone. 

3—Bagley & Sewall 3- Pocket Grinders. 

1o—Stack Chilled Calende:s, 38", 62", 80", 84", 86°. 

1—56" Acme Paper Trimmer. 

3—Drum_ Winders, 60°, so", 120°. 

3—Manning Winders. 50", 72", 96". 

}—Corliss Engines. cross compound and simple, 
from so H. P. to1so0o H P. 

Large lot Dryers, 38" to 120" face. 

Lot Fau and Centrifugal Pumps. 


All our machinery thoroughly rebuilt in our 
own shops when so stated. 

When in the market for new or second-hand 
reb. ‘lt machinery and beaters, inquire of 


F. H. DAVIS & CO., 


161 Devonshire Street, Boston, Mass. 
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H. C. CLARK & SON MACHINE CO. 
SUCCESSORS TO CLARK & SPENCER ' 
Manufacturers PAPER MILL MACHINERY P 


LEE, MASS. 
Revolving Paper Cutters Rag Cutters Cylinder Paper Machines Washing and Beating Engines 
= 7 Chilled Iron and Paper Calenders 
Fan and Stuff Pumps 
Engine Roll Bars and Bed Plates 
Cylinder Molds 
Marshall Drives 
Slitters and Rewinders 
Reels 


Dryers with Improved Packing 
Boxes 


Wet Machines 


oe: —~ sgpiil Gun Metal and Rubber Rolls 
Roe ee Rolls Reground 


procured promptly and properly in 
all countries, Also trade marks and 
J copyrights) DAVIS & DAVIS, 


Attorneys-at-Law, opposite Patent 
Office, Washington, D. C.; C. D. 7 St. Paul Building, New York, N. Y. 





















Dan’t Guess at Important Matters 
| 


BOWSHER’S SPEED OR MOTION 
INDICATOR 
1S INDISPENSABLE 
In obtaining a UNIFORM speed of machinery, and is one of 
the most PROFITABLE little devices ever putina mill. Will 
pay for itself in thirty days. Dial 12in.in diam. Weight 10 lbs, 
THE N. P. BOWSHER CO., South Bend, Ind. 











THE LEADING JOURNALS IN GREAT BRITAIN unaiiies 
for the || Drying, 
Paper Trade ou Kindred Industries Mechanical 


S. C. PHILLIPS & CO Draft, 
are those of 5 Ge i 
47 CANNON STREET, LONDON, E. C. Heating and 


NEW YORK OFFICE : Ventilating 
150 NASSAU STREET, near Printing House Square — “ 


where terms for advertising space may be obtained FOR PAPER AND PULP MILLS 


Write for Catalogue No, 56A 


THE PAPER MAKER AND BRITISH PAPER TRADE JOURNAL, THE NEW YORK BLOWER C0., 25th & Stewart, CHICAGO 


published first of each month, is, beyond all question, the leading British 
organ of the Paper Trade. /he Wood Pulp Maker forms a monthly sup- | 
plement to the Journal. The Paper Maker is well written, well edited and 
well printed. In every issue appear articles by experts in paper making, 
and the latest important information of interest to the tradeis given. Its 
circulation is world-wide and its reliability is proverbial. 

Subscription, $2.65 a year, including postage. 


Have you ever tried 
THE STATIONERY WORLD AND FANCY GOODS REVIEW, 


with its supplement, PRINTING AND ALLIED TRADES to lift a big, heavy case 


published the middle of each month. This is an independent organ, | of paper in the summer ? 
specially devoted to the Stationery and Fancy Goods Trades, Of late greater 
attention has been paid to the Printing and Allied Trades Section. The ’ o. & a 
latest novelties in stationery and fancy goods, and in the whole of the wide It's hot work, isn t it ? 
field covered by its titles, the Stationery World is the most up-to-date and 
go-ahead journal in Europe. 

Subscription, $1.20 a year, including postage 


THE PAPER BOX AND BAG MAKER, ECONOMY STEEL 
including THE BOOKBINDERS’ JOURNAL, TIERING MACHINE 


monthly ; the only journal in Great Britain devoted to Paper Box, Paper Bag 
and Bookbinding industries. 

The machinery in use in the United Kingdom in the box making industry 
is almost entirely made in America and in Germany. and detat's of the | SEND FOR INFORMATION TO-DAY 
latest inventions in this line are given to the readersof the Pup r Aox and 
Bag Miker. Matters of interest to the trades represented are freely dis- | 
cussed in its pages. 


Subscription, $1.65 a year, including postage. Economy Engineering Co. 
Ss. C. PHILLIPS @ co. 58-64 N. Jefferson Street, 


CHICAGO, ILL. 
Chief Offices: 47 Cannon Street, LONDON, E. C. Sole Foreign Agents: 
NEW YORK OFFICE: PARSONS BROS., NEW YORK 


150 Nassau Street, qeer pen (The Lockwood Trade Journal Co.) 








Makes you wish for something like the 
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BRITISH IMPORTS AND EXPORTS. 


The Value of the Imports into the United Kingdom in September 
Was £453,799, and of the Exports of British Paper 
£172,958—A Comparison Made. 


[FROM OUR REGULAR CORRESPONDENT. ] 

Lonpon, England, November 3, 1906.—September’s imports of 
paper, etc., into the United Kingdom amounted in value to £453,- 
799 and the exports of British paper to £172,958, the former show- 
ing an increase of £1,419 and the latter a decrease of £3,561 com- 
pared with September of last year. During January-September 
the imports were £4.268,241 and the exports £1,524,497, increases 
of £457,176 and £73,307 respectively compared with the correspond- 
ing period of 1905. 

The competition of the foreign paper maker in the British mar- 
ket during the present year has been particularly keen. The im- 
ports under the classification of unprinted paper for January- 
September show a value of £3,021,957, £922,134 worth being on 
reels and £2,099,823 worth not on reels. Compared with the first 
nine months of last year reel paper shows an increase in value of 
£159,790, and unprinted paper not on reels an increase of £182,468. 
Other imports also show increases: Hangings, £19,344; other 
printed or coated paper, £4,288; straw boards, £85,619, and mill 
and wood pulp boards, £5,667. 

Unprinted paper was received from Sweden during January- 
September of the value of £766,440, and from Norway to the ex- 
tent of £692,075. As showing the activity displayed in developing 
trade with the United Kingdom, it may be mentioned that the 
shipments from Sweden (compared with the corresponding period 
of last year) show an increase of £89,536, and from Norway the 
enormous increase of £150,503. Quite a monopoly is enjoyed by 
the two countries mentioned, as Sweden is responsible for nearly 
31% per cent. and Norway for nearly 30 per cent. of the total 
value of British imports of unprinted on reels, and Sweden for 
Over 22% per cent., and Norway nearly 20 per cent. of the total 
value of the imports of unprinted not on reels. 

Shipments of reel paper from the United States to this country 
also show a remarkable expansion, the value during January- 
September being £195,699 (over 21 per cent. of the total), an in- 
crease of £72,012 compared with the corresponding period of last 
year. The arrivals of unprinted not on reels were of the value 
of £102,681 (nearly 5 per cent. of the total), a comparative in- 
crease of £2,595. 

Germany, Netherlands and Belgium are losing ground in the 
United Kingdom in the supply of reel paper, the combined value 
for the first nine months of the present year being only £63,916 
(nearly 7 per cent. of the total), a decrease of £16,395 compared 
with January-September of last year; in the shipments, however, 
of unprinted not on reels, considerable activity is being displayed, 
the value (amounting to £797,238, or 38 per cent. of the total) 
showing a comparative increase of £50,574. In the exports to 
this country of hangings and other printed or coated papers, 
also boards, Germany, Netherlands and Belgium figure very promi- 
nently. 

Unfortunately, the export trade last month shows a shrinkage in 
The shipments, however, during January-September mark 
an increase of £73,307, the demand for writings, printings and en- 
velopes indicating an improvement of £44,719; hangings, an ad- 
vance of £11,030; bags, a decrease of £407, and other descriptions, 
an addition of £17.965. Of the exports of writings, printings and 
envelopes, amounting during the last nine months to £1,000,989, 
£365.755 worth went to foreign countries and £635,234 worth to 
British possessions. It is encouraging to find an increasing de- 
‘mand on the part of foreign countries, the value being better by 
£43.510 compared with the corresponding period of last year; 
there is room, however, for considerable improvement in the 
shipments of writings, printings and envelopes to British pos- 


value. 


sessions, as the comparative increase in value amounts to only 
£1,209. This poor result is due to the heavy shrinkage in the 
exports to South Africa, the value (compared with 
January-September of last year) amounting to no less than £20,015. 
Against this we have the following increases: India, £7,307; 
Australia, £7,089; Canada, £5.568; Straits Settlements, £3,072; Cey- 
lon £1,591, and New Zealand, £1,328. The exports of writings, print- 
ings and envelopes to other British possessions show a depreciation 
of £4,138. The markets for British hangings and bags are not 
shown in the official returns, but of the shipments classified as other 
descriptions, amounting in value to £322,625 during January-Sep- 
tember, £146,392 worth went to foreign countries and £176,233 
worth to British possessions, increases of £4,164 and £13,801 re- 
spectively compared with the corresponding nine month of last year. 
There was a loss of £2,149 in the exports to British East Indies, 
while the increases were: South Africa, £6,472; Australia, £4,219; 
Canada, £3,493; New Zealand, £338, and other British possessions, 
£1,428. Briton. 


loss in 


« Pulp Shortage Affects London (Eng.) Paper Market. 


Ottawa, Canada, November 13, 1906.—The Canadian High Com- 
missioner in London reports: “The shortage of water in Canada 
and other pulp making countries, and the consequent scarcity of 
pulp increasing as the months went on, has greatly enhanced the 
value of paper. As a result the consumption was curtailed, news- 
papers running on as small sizes as they could, so that there has 
not been the usual natural increase that one looks for. Despite 
the shortness of supply the prices here have gone up compara- 
tively little. There can be little doubt that Canadian makers of 
paper will find this an excellent opportunity for increasing their 
hold on this market, especially in ‘news,’ as there is likely to be a 
considerable shortage in the Scandinavian supply this year, and, 
so far as one can see, in American supplies also, so that the newer 
country, with its more natural and abundant resources of raw 
material, has now an opening to secure a much larger share of the 
trade of this market. Prices of paper seem likely to be main- 
tained this year at the present level as a minimum, and should 
the Scandinavian supply of ground wood not be speedily aug- 
mented, in all probability we shall see high prices. I shall be glad 
to know that developments in Canada are taking place to enable 
her to secure a fuller share in supplying the needs of this market, 
especially in news and sulphite pulp, which are practically the only 
two remunerative branches of the trade.” O. 


THE EARLY HISTORY OF WOOD PULP. 
(Continued from page 56.) 


cents. Manila wrapping paper ranged from 18 to 21 cents per pound 
during 1865. From 1865 to 1870 the price of all kinds of paper 
continued rapidly to decline, and from 1870 to 1885 there remains 
but little to notice, excepting the introduction of wood pulp into 
paper making and the enormous consumption of straw, etc., for 
news paper. 

The invention and employment of a large number of mechanical 
appliances, also of chemical processes, have done much to stimulate 
and cheapen paper production. However, as mentioned by various 
writers in THe Paper Trape JourNnat, the future progress of 
paper making depends upon a better chemical knowledge of the 
wood pulp fibre, the “cellulose.” A writer in the Wochenblatt 
states that he has studied for years in order to find ways to im- 
prove the quality of ground wood pulp and that patents are under 
way to secure his claim to transform ground wood pulp into a per- 
fectly purified cellulose or sulphite. His samples examined by 
Prof. O. Kirchner have met with the approval of the latter. Fur- 
ther particulars will appear in a following article in THe Paper 
TRADE JOURNAL. 
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NEW EDITION 
JUST OUT 


Lockwood's Directory 


OF THE 


Paper, Stationery and Allied Trades 
32d Annual Number, 1907 


Price, $3.00, Express Prepaid 


Order It. Now and Get. Prompt. Benefit, 


YOU NEED IT IN YOUR BUSINESS 


This Directory is issued annually about the middle of every September, 
at the beginning of the busy Fall Season, fresh and up-to-date. 

It contains a list of all the Paper, Pulp and Chemical Fibre Mills in 
the United States, Canada and Mexico, geographically arranged. Also lists 
of same classified according to goods made. 

Manufacturers of Glazed and Coated Papers, Waxed and Parchment 
Papers, and Cardboard. 

PAPER DEALERS and IMPORTERS in United States. 

Rag and Paper Stock Dealers in the United States. 

Water Marks and Brands. 

LEADING STATIONERS in the United States and Canada. Whole- 
sale Stationers are designated by a * 

Manufacturers of Twine, Tags and Playing Cards. 

It also contains a List of Manufacturers of Blank Books, Envelopes, 
Pads and Tablets, Paper Bags, Paper Boxes and Wall Paper Printers. 

A List of Railroad Purchasing Agents. 

Useful Data for Paper Makers. 

List of Trade Associations with Officers. 

Valuable Statistical information which all the trade needs. 

This Directory has grown enormously during the past three or four 
years, and no better index of the growth of the trades it represents can be 
found. At $3.00 it is cheaper than any directory of any trades as important 
and diversified as the Paper and Allied Trades. 

Please remit with order. 


ADDRESS 


LOCKWOOD TRADE JOURNAL CO. 


150 NASSAU STREET, NEW YORK 
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MARKET REVIEW 


Office Tut Paper Trape 


JourRNaL, 
WEDNESDAY, 


November 14, 1906. 


FINANCIAL.—Money on call during the week ruled at 6@15 
Monday the rates were 4@20 per cent., with closing 
transactions at 15 per cent. Tuesday the rates were 5(@14 per 
with closing transactions at 544 per cent. Time money on 
change, 6 per cent. for thirty to sixty days, 7 per cent. for ninety 
days to four months, and 6% per cent. for five and six months. 
Mercantile paper, 6@6™% for sixty to ninety 
dorsed bills receivable, for choice single names; 
for others. 


per cent. 


cent., 


per cent, days’ in- 
642(@7 per cent. 
Latest quotations on trade securities are as follows: 


Asked. 
American Writing Paper Company, ss 87% 
American Writing Paper Company, com oe 3 
American Writing Paper Company, pref.. 25 
International Paper ‘Compan, 4 18 
International Paper Company, pref 81% 
International Paper Company, 6s 107 
DO. Miriubshnccgdh bd bedecsecsikddaéuvbaes cians 6 : 93% 
Union Bag and Paper Company, com 6% 
Union Bag and Paper Company, pref ‘ 52% 
United Box Board and Paper Company, com k 1% 
United Box Board and Paper Company, pref 10% 
United States Envelope Company, com _ 
United States Envelope Company, pref —- 


PAPER.—The condition of the market at present is much im- 
proved, business for the week being considered of very satisfac- 
tory proportions. The tendency of the manufacturers to make fur- 
ther advances has unsettled things somewhat. The majority of the 
period of prosperity, 
a few years ago. The manufacturers are 
well supplied with orders at the old prices, and with a liberal 
amount of new business to be had, notwithstanding the advanced 
prices, they are displaying more than the usual amount of dis- 
crimination in selecting the most desirable orders. The dealers, on 
their part, are more than satisfied with the volume of trade moving, 
but they complain of the action of the mills in jumping quotations 
every few The consumption is increasing and the 
number of inquiries from consumers are larger and more per- 
sistent than they for time, which indicates that 
stocks low. With the exception of 
prices on the other grades have been advanced and the 
demand increases with each succeeding week. 


mills have entered apparently upon another 
such as was experienced 


days or so. 


have been some 


reserve are running Tissue 
papers, 
The approaching 
holiday season has increased the demand for Tissues considerably, 
but prices continue at the old figures. Manilas and Fibre papers, 
Book, Writings and the various other grades are showing a big 
improvement, with prices holding very firm at the recent advances. 
The market, as 


is every 


and there 
the 


a very healthy condition, 
that it will 


a whole, shows 


reason to believe continue 


winter. We 


Bonds 40 
Ledgers 20 
Writing 
Superfine 
Extra fine 
Fine 
Fine, 
Engine Sized.... 
Book, S. & S. C... 
Book, M. 
Book, Coated 
Coated, Lithograph. 
News 
Side 
Label 
Manila— 
No. 1 Jute.. . 5 a 
No. 2 Tute . 4 — 
No. 1 Wood. > 3 
No. 2 Wood..... 21% 2% 


WOOD PULP.—No material change 
ground wood market this week. Consumers, 


content 


throughout 
quote: 


Butchers’ 
Fibre Papers 
Hardware— 
Brown Glazed... —_ 
Black 442 — 
aget Bed....... 4%.@— 


Tissues— 
White and Col- 
20X30.... 


@ 2.00 


ored, 
Manila 
24x36 ‘ @ 60 
Manila No. 40 @ 45 
Manila Bogus 24%@ 2y 
Common Bogus.... 1%4 
News Board, ton...39.00 
Straw Board, ton. .32.00 
Chip Oe ee 32.00 
Paper Stock Boards.36.50 
Wood Pulp Board.37.50 


424%4@ 50 


a ae 


has been noted in the 
it seems, have to be 
reduced shipments on their orders. 


are hélding firm. 
still below the 


with Spot lots are 
According to recent advices 


average flow. 


scarce and prices 
_the water supply is 

WOOD FIBRES Unbleached, 
were not quite so active this week, because of the resumption of 
While the starting of this mill 


considerably, 


Foreign sulphites, especially 


operations at Burgess sulphite mill. 


will relieve the situation fiere 


it will be some time 


before the market returns to a normal basis. The mills are still 
handicapped by the curtailed water power to some extent, and 
orders are being filled rather slowly. The demand is above the 
average and prices are firmly sustained at the advanced figures. 
Fancy prices have been quoted on orders for prompt shipment. We 
quote : 


Sulphite, foreign— 
Bleached, ex dock 3.15 @ 3.30 
Unbl’h’ d, ex dock 2%@ 2.40 Soda, foreign— 

Sulphite, domestic— Unb’d Spruce, ex 
Bleached 2%@ 2% dock 2.35 @ 2.45 
Unbleached 2.00 @ 2.10 Bl’ched, ex dock. 3.10 @ 3.40 


BAGGING, ETC.—Although the demand in this market did not 
show any material improvement during the week the outlook was 
considered much better than during the previous one. Inquiries 


Soda, Domestic— 


Bleached y @ 2% 


about stationary. Manila Rope was weaker. We quote: 
‘i 
Foreign Domestic Rope.. 4 
@ 1.10 
Wool Tares, heavy @ 
Flax Waste, washed iK%@ 3 


indicated that supplies were running low. Quotations remained 
Gunny, No. 1— Manila Rope, for- 
Domestic 1%@ “ eign 4 g 
%¥@ 2 4% 
Mixed Baggi 90 New Burlap Cut- 
Wool Tares, tie ht.. 1 1 tings 2 @ 2% 
1% 1 Flax SWaste 1 2 
, FOREIGN RAGS.—Inquiries were on the increase during the 
week, and although new business is still rather importers 
expect a good demand shortly. The low water and high prices have 
restricted the demand to actual requirements. While the packers 
abroad have noticed the decrease in the demand from this country 
it has influenced prices with them very little. We quote: 
German Blue Cot- Old Linen, White.. 4%@ 
tons Old Linen, Gray... 2 @ 3.75 
Dutch Blues....... German Colored 
Light i o Si s0 Cottons 


New Mixed Cuttings 14@ Old Linen Blue.... 
New Light Cuttings 3 


DOMESTIC RAG 5 While the demand is not of very large 
proportions it is sufficient to keep the dealers fairly busy. Thirds 
and Blues, No. 2 Whites and Old Black Stockings are in better 
demand than the other grades. Quotations are holding steady. 
We quote: 


New whist meee No. 
No. s%@ 


4 @ 
4%@ 
ive 
1.20 @ 2.00 


slow 


1 Whites 3 
Soiled Whites, street 1.35 
Soiled Whites, house 2.00 
No. 2 New Yorks.. 1.15 
Streets, 
4% Thirds and Blues.. 
No. 1 Satinettes.... 95 1.00 
Mix. Satinettes..... 70 80 
Satinettes, s’g’t.... 1% 1% 
Tailors’ Seconds... 30 @ 35 
Hard Back Carpets. 70 


3% 
1.45 
2.15 

1 


Fancy” 90 
tings 1.65 

New Clue Cottons. 

New Mixed Cottons 

New Black Cottons, 


soft 
Sew Black Cottons, 
Mixed 


OLD PAPERS.—The demand continues good and all grades 
the 


839889999 


are 


a good movement. Prices continue firm at old 
We quote: 
Parer Stock Deavers’ ASSOCIATION. 
Hard wane No. 1 Old Manila.. 
@ 2.35 No. 2 Old Manila.. 
New Box Board 
Chips 
New Straw Chips... 


Bogus Paper. 


displaying 
figures. 


No. 1 

Shav’s 
No. 2 Hard White 7 

Shav’s . 2.00 
No. 1 Soft White 

Shav’s 1.65 
No. 1 Col’d Shav’s 80 
No. 2 Col’d Shav’s’ 50 
No. 1 Flat Stock... 75 
No. 1 Crumpled 

Sheet Stock 65 
No. 1 Book Stock.. 55 
Solid Ledger Stock. 1.50 
Ledger Stock.. 1.20 
No. 1 White News. 1.05 
White Paper 90 
Extra New Manila 

Cuttings 1.25 @ 

@ 1.15 


New Manila 

tings 

TWINES.—tThe demand continues good and prices will probably 
be advanced again on the Jute and Hemp grades. Cotton twines 
are moving well. We quote: 


Sisal j 1% Marline Jute, 7.... 

Sisal Lath Yarn... 8 @ o% Marline Jute, H &9 

Tute Rope 8 c. 

Tute Twines, 18. os 

Jute —* 2 to 
6 


80 
50 


@ 
®8 


50 
50 
55 
55 


65 


Strictly Overissue 
News 
Strictly 
News 
Broken News...... 
No. 1 Mixed News. 
Straight Straw and 
Other Boxes 
Mixed Straw 
Other Boxes..... 35 
1.35 No. 1 Mixed wapers 35 
Com'n Papers.... 30 


‘F ‘oided 
60 
40 
50 


8898 8 8899 


1.30 
1.15 
1.00 


50 


888999 399d 


45 
40 
35 


888 8 


ie 


Hemp, 18... 
- GC Hemp, 24... 
. C Hemp, 36... 
. Hemp, 18.. 


6 
Mixed Hemp, 8 & 9 
Amer. Hemp, 4%.. 
Amer. Hemp, < oa 


Tute Twines, Biicas 
Jute Twines, 36.... 
Marline Tute, 4%.. 


Marline Jute, 6.... 104%@ 
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The Mathieson Alkali Works 


SALTVILLE, VA. 


Castner Electrolytic Alkali Co. 


NIAGARA FALLS, N. Y. 


“EAGLE-THISTLE” BRAND 


BLEACHING POWDER 


HIGH TEST 


Packed in Steel Drums, air tight, insuring full strength at point of consumption. 


SODA ASH. 


48 per cent. and 58 per cent. 


CAUSTIC SODA. 


60 per cent., 70 per cent., 72 per cent., 74 per cent., 76 per cent.; also 78 per cent. 
Our 78 per cent. Caustic Soda is an article of greater purity than has ever before 
been produced in a commercial way, analyzing 99.70 Hydrate of Soda. 


BICARBONATE OF SODA. 


Packed in Kegs, Barrels or Bags ; also Cases. 


ARNOLD, HOFFMAN & CO. 





vere INCORPORATED BOSTON: 
5 Canal Street 147 Milk Street 
NEW YORK: S OL z, A“ G E N T S PHILADELPHIA : 
32 Broadway 117 S. Front Street 
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CHINA CLAY.—Spot supplies are said to be light, owing to 
light arrivals. Shipments are being restricted from the primary 
market on account of the scarcity of ocean freight room. Quota- 
tions remain unchanged. 

TALC.—There has been no material change in the market, and 
quotations closed firm on the basis of $8 and upward per ton, f. o. b. 
point of shipment. 

ROSIN.—The feature in this market was the temporary decline 
in prices of the low grades of rosins at Savannah, followed by 
similar fluctuations here. Spot lots ex dock were quoted at $4. 

ALKALI.—A good seasonable demand has prevailed for prompt 
and forward delivery. Sales are on the basis of .75c. for light in 
bulk, .80c. in bags, and dense in bulk .80c, and bags .85c., with or- 
dinary 48 per cent. at 87%c. f. o. b. works. Sales in the local 
market have been made at .85c. and .g5c. 

BLEACHING POWDER.—Supplies are still limited, but are 
sufficient to meet current requirements. Orders have been placed 
at 1.30c. for English, and other makes at 1.25c. and up. Car lots 
are held at 1.25c. and up, seaboard delivery. 


CAUSTIC SODA.—The market has continued on an unchanged * 


but steady basis, with gradual improvement noted for prompt and 
forward requirements. Orders are booked on the basis of 1.75@ 
1.80c., and .10c. higher for 60 per cent., f. o. b. works. Powdered 
has been in fair request at 254@3c., point of delivery. 

SAL SODA.—A steady demand has prevailed during the week 
both for spot and forward delivery. Additional orders are being 
placed at 8oc., f. 0. b. Sales of concentrated are reported on the 
basis of 13c. and up. 

CAUSTIC POTASH.—The demand has been chiefly of a job- 
bing nature, but there has been no indication of any abatement in 
the stability of values. Sales are on the basis of 44%@5%c. for old 
and 5%@6c. for new process. 


Philadelphia Markets. 


[FROM OUR REGULAR CORRESPONDENT.] 

PuiLapeLpHia, November 12, 1906.—Paper stock quotations are 
now believed to be on the very verge of a rise. Indeed, in a few 
cases outside prices of a few weeks ago have now become inside 
prices, and instances of advances have been reported. Demand is 
particularly good for Solid Book or No. 1 Book stock, No. 1 Hard 
White and Ledger stocks, and the supply seems hardly equal to the 
demand. A considerable advance in quotations is soon expected. 
For Hard White inside quotations are now 2.10c., and even Mixed 
Papers show a 5 cent rise. Commons, mixed, sell for 32%¢. to 35c., 
whereas a week ago they could be had from 30 to 35. 

The general condition of the market is excellent and the trade 
looks forward to activity that will continue until springtime. We 


quote: 
PAPER. 


News 
No. 1 Jute Manila. 
Manila Sulph., No. 1 
Manila, No. 
Common Bogus. . 
Straw Board, ton. 
News Board, ton. 
Wood Pulp oard.. 
Felts— 
% Regular, ton 
\y, Slaters .... SZ 
Best Tarred, 2 ‘ply 
Best Tarred, 3 ply 


Baccinc. 


Wool Tares, oe 
1.05 Wool Tares, light. 
1.00 Manila Rope 
75 New Burlap AO 
Otp Papers. 
No. 2 B light. . 
Extra No. 1 Manilas 
Folded News gene 
issues) ... 
Old Newspapers... 
Mixed Papers. 
Commons 
Straw Saee 
Binders’ lippings.. 


¥ 
“ 
° 


wo 


Writing— 
Superfine 
Extra Fine 


wun 
*& 


a 
° 
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Gunny, No. 
Foreign 
Domestic 
Mixed Bagging....” 


@88 
ww | | 
SS 


Shavings— 
No.1 Hard White 2.10 
No. 1 Soft White. 1.60 
No. 2 Soft White. 1.00 
No. 1 Mixed. 65 
50 
Ledgers & Writings. 1.50 
Solid Books 80 
New Manila Cuttings 1.00 


oo 
3 
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Chicago Quotations. 


[FROM OUR REGULAR CORRESPONDENT.] 
Cuicaco, Ill, November 12, 1906.—The high prices have been 
maintained in all lines of paper in the West through the past ten 


days. Quotations have not changed in a week, but remain as 
follows: 


Paper. 


Butchers’ Fibre.... 
Butchers’ Manila... 
No. 1 Jute Manila. 
Heavy Rag Wrap- 


pin 

Rag Lining. 

Straw Linin 

No. 1 Sulp. Express 2.75 

Straw Board, c. lL, 
ton 

News Board, ton— 
“" I, 40 to 120, 


Bonds 

Ledgers 

Writing— 
Superfine 
Extra Fine 


oe >i 
Book, S. & S. C. 
Book, M. F 


40 to 
Wood Pulp, filled’ 


Manila, No. Bee 40 to 100 


No. 1 Fibre 
Bacoinec, Etc. 


Mixed Ba ging. 
New B ; 1.00 


No. 1 Whites...... 2. 

No. 2 Whites 1.50 

Thirds and Blues.. 

Large Satinets, ton.20.00 i g 2.50 

Rag Carpets White Cotton Batts 3. 25 
5 Wipers 


Oup Paper. 
Book Stock, No. 2. 55 
Manila— 


@BBQBQS® G89SHSSHSOSHSHHSHESOSD GO 


Shavings— 


No. 1 Soft White 1.80 

No. 2 Soft White — 

No. 2 Mixed.... 60 
Ledgers and Writ- 


ings 
Book Stock, No. 


== hs 


N@ WO 
oumoso 


. Bo 
Mixed esas. . ° 
Folded News. . o 
White Blanks...... — 
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Montreal Quotations. 


[From OUR REGULAR CORRESPONDENT. ] 
MontreaL, Canada, November 13, 1906.—The following quota- 
tions prevail: 


Ground Wood Pulp, 
Sulphite Pulp, 

Pulp Board, - 24 
Filled Wood Board, S = 
Straw Board ° ™ 
Gray Brown, per cwt... 
Red Brown, ON. 

No. 2 Manila, Se 

No. 1 Manila, “ 

Fibre sereeesne, . 
News Pa - 


Carpet 


per ton, $20.00 @25.00 
“ “ 36. 00 @40. 0° 
38.00 @40.00 00 
35-00 

+ 30.00 


elt, per ton.... ° 
—- Felt, per roll of 100 sq. feet. 
Dry $ cathing, oe -~ 
Resin Sized heathing, oo 
White Sheathing, "7 = 
Tarred ha core 
Threeply Rerdy Rook 

ree-ply Ready Roofing, per roll of 100 
Two-ply Ready Roofing, +8 


ae a 


Srrittiil 


Current Market Quotations at Toronto. 


[FROM OUR REGULAR CORRESPONDENT.] 


Toronto, Canada, November 13, 1906.—The following quotations 
prevail here: 


Roll News, per cwt. 2.00 
Bundled  News.... 2.30 
No. 1 3.00 
No. 2 Manila...... 3.50 
Grey Brown 2.50 
oa awe. conpees GED 

ibre Papers...... 3-50 
Cover Papers. + 4.50 
Special ‘dition 

News 3.50 
No. 3 Book... + 4.00 
Litho. Paper... + 4.50 
Jute Papers. 


White Tissue, per 

3.00 ream 

3-50 Manila Tissue, per 

4.00 ream 

3.00 Woven Wereinge, 

3-15 per cwt 

4.00 Pulp Board, 

7-50 ton 38. 

Folding Box Board.s52.50 

Oyster Pail Manila.s55.00 

Jute Board 

Ground Wood oe 
(nominal), deliv’d.24.00 

Sulphite Pulp, - 
cwt. delivered.... 2.15 


2.25 


3-75 


5.00 
6.50 
12.00 


geese 88898888 


The Government has commenced work at Appleton in prepara- 
tion for the rebuilding of the lower navigation lock, and is also 
excavating the turning basin between the first and second locks. 
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THE PULP AND PAPER 
TRADING CO. 


Temple Court Building, Rooms 908 to 911, New York 
AGENTS FOR 


J. & J. ROGERS CO., Ausable Forks, N.Y. 


Eastern Agents — 
MICHIGAN SI JLPHITE FIBRE CO., Detroit, Micn. 


Causes of Leaky Valves 


We are distributing a poster entitled “The Abuse of Valves," written 
by Mr. R. T. Crane, pointing out the most common practices which lead 
to leaky valves, and giving a few simple, practical 


Directions for Avoiding Them 


Copies of this poster will be sent free to all users of valves who will 
write us, mentioning this paper. 

Tacked up about a plant where the men can read them, these posters 
will undoubtedly result in the elimination of much of the expense and 
annoyance due to valves leaking. 


CRANE CoO. 


ESTABLISHED 1855 CHICAGO 
BRANCHES IN PRINCIPAL CITIES 


The McNEIL BOILER CO. 


AKRON, OHIO 





BUILDERS OF 


Digester Shelis 


of Every Description, also 
McNeil Globe and Cylinder 
Rotary Bleaching Boiler, 
Standard the World Over 








Penstocks, Ganks and Steam 
Boilers of Ewery Description 


Correspondence Solicited 





Geo, A. BAGLey, Pres Cuas. D. Bincuam, Treas. 


Stuart D. Lansina, Sec. 


The Bagley & Sewall Co. 


WATERTOWN, NEW YORK, U.S.A. - 


eee Ore Of... 


PULP AND PAPER MARING 
MACHINERY 








THE DANIELS RAG CUTTER 


Established 1830 





Forty years of unprecedented 
success makes them 


THE LEADING CUTTERS 


in the rag room the world over. 
Manufactured by 


Daniels Machine Co. 


Woodstock, Vermont 





ESTABLISH your Paper and Pulp Mills NOW 


No other section of the United States offers better locations than 
that traversed by the 


SOUTHERN RAILWAY AND 
MOBILE & OHIO RAILROAD 


The vast pulp wood resources of the South are attracting the attention of manu- 
facturers. In addition to large tracts of balsam (spruce) and hemlock, there 
exist also large tracts of poplar, cottonwood, red and sweet gum, tupelow gum 
coe seeens growth pine. We also offer desirable locations for Straw Board 


Correspondence solicited. Address 


M. V. RICHARDS, Land and Industrial Agent 
WASHINGTON, D. C. 





PAPER AND PULP MILL LOCATIONS 


ALONG THE LINES OF 


The Delaware & Hudson Railroad 


Cheap Fuel, Good Transportation Facilities, Abundance of Labor, Favorable 
Rates, Water Powers, Pulp Wood. Suitable Buildings at several points avail 
able. Cheap and convenient Factory Sites. 

Large quantities of fine quality of Iron Ores. Clays, Slates, Granites, Marbles, 
Graphites; Building, Ornamental, Paving, Lime and Cement Stone await 
development. For particulars address 


W.A. MOYER, Industrial Agent, D. & H. Railroad, Albany, N.Y. 





Locations for Industries 
On THE ERIE, The Commercial Railroad 


NEW YORK TO CHICAGO 

The Erie Railroad System's Industrial Department has all the territory 
traversed by the railroad districted in relation to resources, markets and 
advantages for manufacturing, can advise with manufacturers of specific pro- 
ducts as to suitable locations, and furnish them with current information of a 
comprehensive nature dealing with the project in its full relation to martufac- 
ture and commerce, 

The Erie is one of the greatest of trunk lines, Its own rails connect the two 
largest cities of America. Every section of the System has its particular merits, 
Profitable locations exist. It has great general and coal, oil and natural gas 
resources, 

It is important in this age of modern facilities for manufacturers to locate 
where they can obtain side tracks so as to receive from and ship directly into 
cars at the factory. Information can be promptly furnished in this connection 
about every point on the system between New York and Chicago. 

Manufacturers’ inquiries as to locations are treated in strict confidence and 
absolutely reliable information, so as to promote permanent traffic, is 


furnished. Address 
LUIS JACKSON, 


Industrial Commissioner, 
Erie Railroad Company 
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BUYERS’ GUIDE: Classified Index to Advertisements 


All Advertisers are entitled to one insertion under proper heading. Extra Insertions $5.00 per Annum. Extra Headings, $10.00 








ALUM. 
Cochrane Chemical Co.......... 
Harrison Bros. & Co., Inc...... 
Pennsylvania Salt Mfg. Co 


ARCHITECTS AND ENGINEERS. 








Edward A. Buss pbhusneehesenseeedtewnd 51 

Dean & Main. ....ccccccccccscccvccsesess 36 

Paisbanks & Meads... .0ccccscccesrvesecece 51 

Goomme F. BarOy. .cocccsccnscsesseeccsoces st 

Deane TE. WRC. concesccvvpvscesnssvers st 
ASBESTINE PULP. 

International Pulp Co...........e.seseeses 1 
BABBITT METALS. 

Eastwood Wire Mfg. Co..........sseeeee- 68 
BAGS. 

nr, Ee ek Oh. baci wend Wie eee eee 36 
BELTING. 

Gandy Belting Co. ....cssossccsccseccccss 37 

Ew dnkandénsnedsesnbeibe 49 

Manhattan Rubber Mfg. Co..............- 40 

N. Y. Belting and Packing Co............. 37 

Peerless Rubber Mfg. Co...........se00++ 31 

Rossendale-Reddaway Belting and Hose Co. 27 

Meee Belding Ce..esccccccovccsoseseseces 27 
BELT DRESSING. 

Beephonese: BEGs, Ce. s..cccccnscceccenses 57 
BLEACHING POWDER. 

Arnold, Hoffman & Co., Inc...........+0.. 63 

A. —— 2 aera tee 20 

ee 2 Oe ee 53 
BLOWERS. 

New York Blower Co..........ss.esececes 59 
BOILERS. 

McNeil Boiler Works... .......2.0ceee0008 65 
BRASS WIRE CLOTH. 

Eastwood Wire Mfg. Co........+-se+e00+ 68 
CALENDER ROLLS. 

Farrel Foundry and Machine Co........... 47 

Lobdell Car Wheel Co.........eccececcece 47 

J. Morton Poole Co... ccccccccccccosesseses 47 
CALENDER ROLL GRINDERS. 

i BOD iin oes vinnie s<onvenstnss 20 
CARBON TOOLS. 

TE, Ba BPOOOR, 06s cccvcdcnenscisesaes 26 
CASEIN. 

| err erry rere ert 31 
CHEMICALS. 

Ri, TROT Ge Ge cc esc nccccnsncccdcnudea 20 
CHEMICAL EXPERTS. 

The Emerson Laboratory...........+++s++- si 

eh OS eT ere 51 
CHINA CLAY. 

Ng OSE OF Peer eres Ter ree 20 

ohn Knight Te Gas 06805 0660sb0ensesnnhes 55 

ED Cane G6. cow vcescessinesesnse 49 

Se See GOR, Bence cntencescenessnes 68 
COATED BOARD. 

Wabash Coating Mills.............cssse0s 52 
COLORS AND DYESTUFFS. 

, BORE Be CO, . cccsocecccccncvesssese008 1 

Beeiter & Bare Co. cccccccsccveseconccones 29 

ee SO err 20 
CONVEYING MACHINERY. 

Brown Hoisting Machinery Co............ 19 

The BE. Gerken Be occ ccc ccccessecsonee 44 

eS OE earn ee 37 

Sie Fatwa Bibs, Ce. cc cccccscsceseesoes 3r 

11h, wns Ke Rbi nena saascewes sheen 39 
CORDAGE AND TRANSMISSION ROPE. 

American Manufacturing Co.............. 4 
CYLINDER MOULDS. 

Eastwood Wire Manufacturing Co......... 68 
DANDY ROLLS. 

Eastwood Wire Manufacturing Co......... 68 
DIGESTERS. 

Riter-Conley Mfg. Co.......sccsesseseess 67 
ENGINES. 

— eS OU Pree ree 52 
ENGINE AND BOILER SUPPLIES. 

Consolidated Engine-Stop Co....... 48 

Comine Cbs » sno scckscnbensese00e0s00 65 

Crosby Steam Gauge and Valve Co. 5s 4 

Eastwood Wire OF eer . & 
FELTS—DRY. 

pee Ey Beene Od, 640 cccedsncocenseecas 16 
FELTS. 

Assleton Woolen Mills. ....00cessecsescece 47 

ee Aer rr ee 29 

. ¢. Seentee Be BOR. 0c Mine s 00000008060068 2 

MH. Waterbury & Sons Co.....cccscceeces 35 


FILTERING SYSTEMS. 
New York Continental Jewell Filtration Co. 3 


Wen. B. Scaite & Bons Co....ccrcsesereses $1 
FOURDRINIER WIRES. 

poses WHER WOME no vc ccesssassenace 68 

Wm. Cabble Excelsior Wire Mfg. Co...... 68 


FOURDRINIER WIRES.—Continued. PAGE. 
Cc heney Bigelow Wire Works... oan 2 





De Witt ire Cloth Co... 68 

Eastwood Wire Mfg. Co... 68 

Federal Wire Cloth Co ‘ 4 

Thomas E. Gleeson........ 206 4 

es EE Gi onc teh. 600 555 0500065008008 4 
GENERATORS AND MOTORS. 

SEOONE DOUUNED Ge cascucevncocdrescucen 49 
INDUSTRIAL LOCATIONS. 

Delaware & Hudson Railroad............. 65 

ESOC PROUORGs 0on.00602 pesnesovcensseeses 65 


Southern Railway and Mobile and Ohio Ry. 65 
INSURANCE, BOILER. 
Hartford Steam Boiler Inspection and In- 















SE BE iatecdt ins cniewaeidsenceses 40 
LUBRICATING COMPOUNDS. 
BS GO Bins cc ctndstbcvcercccscss 44 
PAPER, COATED. 
SUE EG IDs seins evan vnc csevvenesee 2 
PAPER CUTTERS. 
ee PPP rere 43 
Smith & Winchester Ee PP sree 21 
PAPER DEALERS. 
Bermingham & Seaman Co..........++++++ 1 
Chas. BD. Brown & Ce... cicccnccccssese 11 
i rrr 20 
Perkins- — Giants cedsesssresscseos 1s 
Perkins SRT ree 1 
Pulp Ay Paper ‘Trading 2 TEER ERIE 65 
Se errr rrr ee 16 
Stone & Andrew. .......cscseessccesscecs 16 
PAPER EXPORTERS. 
POGNRD DOURUND nce cheese scineceseeess I 
ES Pe I sc vic ccsnadesnvenenes 16 
PAPER FILLERS. 
peetens me Pileer & Mile. Co. .csscccces $1 
Be - OOD, case cceesnweesesses 68 
ed MACHINERY. 
SO XN PP ere ee 27 
es SR rere 65 
Deer BH BROT CO. cs cccccsccsccccceses 25 
SE SN UNS 65 ds sce 66s ad deccevesess 20 
PE ROOO GOs on vencecccpccevcceveses 53 
H. C. Clark & Son Machine Co........... 59 
tn cs. east dveneeeenades 58 
Dayton Globe Iron Works............000+ 43 
SOE BERND CD. oe cccccsccevccosceseses 41 
oe: Oe) SD, cds ec swheetheewens 43 
Downingtown Mfg. Co............seee00s 25 
PE “. ORs vn0cdngssebsaneesn ess 39 
Te, MEOEOD Be Feee Co. occ ceccenvesooses 23 
=. D. Jones & Sons Co........ ids: ae 
Mills Machine Co............ 58 
ee eK eee 41 
George M. Newhall Engineering Co 1 
Norwood Engineering Co.. 67 
Prather Engineering Co.. cme 
Pee BD FOR es cn ccsgsccevvccccdvcses 23 
Rice, Barton & Fales Machine and Iron Co. 67 
Sandy Hill Iron and Brass Wofks........ 21 
Townsend Foundry and Machine Co. I 
Be WARRIOR CO. oc 0nkcceccvceece 67 
PAPER MANUFACTURERS. 
American Writing Paper Co............++ 17 
Cent DEON, Gis 055000 5esereerecsieserses 9 
SN EE OO cc cccabuseeeuneceoesee 49 
Crocker-McElwain Co.............. on ae 
District of Columbia Paper Mfg. Co. .-- 
Franklin Paper Co.. 2 
Geo. Gerson........... 52 
Hammermill Paper_Co.. 9 
Merrimac Paper Co......... 2 
Moore & Thompson Paper Co . - 
Poland Paper Co.......... we 
James Ramage Paper Co 11 
B. D. Rising Peper CBr revenciaesc <a 
ee: ee NP ED, oaks nub skeees eecneee 16 
PAPER MAKERS’ * SUPPLIES. 
Fea Prete is oa savc0cs esa sevesevessense 36 
PAPER SELLING AGENTS. 
tf Cs aticendekactdinns ¢as6000 soe 19 
PAPER STOCK. 
ie APR cha coe ineadedas tees te ss 
Edwin Butterworth & Co........sssesese0. 35 
Castle, Gottheil & Overton............... 55 
W. J. Combet © Co. ccccccscccvcccsvcsocs SS 
Denter & Bowles. ..ccccscvccccccscccccces 1 
Ey MGR, os sn 0giscowsvsoedoveseess 2 
ee We SE OR. BOB vssncaniendtee 1 
NE ON bias tdsksensahvendssseece 55 
Maurice O’Meara Co.........seececceeeee 13 
Pioneer Paper Stock Co......sccccsescece 57 
Salomon Brothers & Co......cccccccceses 55 
Felix Salomon & cx penesesocseseoosesns es 88 
FB WW. Bs ned seceinescce cccneseoces . @ 





PAPER STOCK.—Continued. PAGE 
Train-Sentth. Ce. ..0ccsees . I 
Western Paper Stock Co.. o @& 
Woolworth & Graham............ 36 

PAPER TESTERS. 

Boward L.. BMOrrised. .cccccccccccececcces 47 

PATENTS. 

Davis & Davis.......secsccccccvcccssvees i) 

PERFECTION BRONZE CASTINGS. 
Bestweod Wire Mile. Co... cccsccccecvcsees 

eee METALS. 

Harrington & King Perforating Co........ 67 

PIPING. 

Ms tae POs pcan bac besscxeseddnenennnas 20 

POWER TRANSMITTING MACHINERY. 
Gee. Ve Crewman Co.cc ccsvcccccvaccsesves 53 

PRINTERS—ROLL, SHEET AND TISSUE. 
ee ee Pree woos 80 

PULP STONES. 

i anc ordssecesebunensadubakns 49 

PUMPS. 

SD NR Dio i ca vecsccess ervveces coos 86 
Lawrence Machine Co.....cccscccseece coe © 
Lawrence Pump and Engine Co.........+. 2 
Morris Machine Works..........ssseeeee. 26 
ie Eee WE ME EBa vc ceseccccccasvenceses 52 

RAG CUTTERS. 

Daniele Machine Co.......cccccsessecs sen OC 
BOGE, Bees | Cas csccccccvcsccecess oe * 

BARS AND BED PLATES. 

a. Se Se “TD SPONB. cc ctccewsnseces 33 
eek Mee Oe EN CR, cae wscecnesccess ce 2 
Shartle Bros. Machine Co........ cocancee -§ 
ee EC Serre 29 

ROSIN SIZE. 

DOOR BE, CBs bccscnkegeescenee owsbues 36 

Paper Makers’ = is venci ewer aen 40 

WEED TE Gio cc tgse cc cscreccvececes gl 
ner ant BLEACHERS. 

ee OOO WM, oe vcctvccconsconseeese 3 

SCREEN PLATES. 

Eastwood Wire Mfg. Co...........seseee. e 
Union Sereen Plate Co... .cccccescseseses 

SECOND HAND PAPER MILL MACHINERY. 
Shartle Bros. Machine Co.........ssee0+: 58 

SHOWER PIPES. 

Sandusky Foundry & Machine Co......... 44 

SKYLIGHTS. 
en SN "OOD, oso cccrccccccds desssee § 

SLITTERS AND REWINDERS. 

Deitz Machine Works.........ccccosvcesss 52 
ry INDICATOR. 
i, SO EB. s k's vn bad csee secs enna es 59 

SPRINKLERS, AUTOMATIC. 

RO err 37 
oro? AND BONDS. 
. A ee Be Serre 16 

STOKERS. 


The Under-Feed Stoker Co. of America... 31 
ee MILL. SOU 


Stebbins E ngin pies one Mis. Co. .ccccoes 64 
SULPHITE FITTI 

Eastwood Wire Mfg. Co...........++ ssose 
SULPHITE FIBRE. 

Riordon Paper Mille, Léd......sccseceess 19 
SULPHITE PULP 

Katahdin Pulp and Paper Ce. ic dcccscces 9 
SULPHUR. 

SS 8’ STerrerrrrrer rrr. TT 31 
TA 

is RD GOD, ohn cs cnscvscesscsseons 26 

A. Stearns Lumber Co......cscvcsecces 26 
TELPHERAGE 

Dodge Coal Storage Di vpaveksckceess ees 39 
TIERING MACHINES. 

Economy Engineering Co...........++..++: 59 
ULTRAMARINE BLUE. 

Te SPUD 8a 66 0 b5.0.059560 000005008 9 


VARIABLE SPEED TRANSMISSION. 
REE NT OD sc caviccesecentbbouseas 
WAREHOUSEMEN AND FORWARDERS. 


SE SE ree 17 
WATER WHEELS. 

Dayton Globe Iron Works............+0++ 43 

Rodney Hunt Machine Co.........ssese05 45 

SOGRED COE ME Gs 00 250069 000edstnatsene 45 

Risdon-Alcott Turbine Co..........s0-e00% 45 

i, Dee DEE Gs cnccsnccences eueand 45 


WOOD PULP. 
Hugo Hartig (Felix Salomon & Co., Agents) 55 
WOOD PULP IMPORTERS. 






Ira L. Beebe & Co.......... 36 

Frederick Bertuch & Co..... 4 

Brompton Pulp and Paper Co. aay 

WH, ME wc scccsonapesectaes canevcose 36 
WORN MATERIAL. 

Theo. Hofeller & Co........... éistsavadves 58 
“Y" VALVES. 

Eastwood Wire Mfg. Co.........+ Ceocee ws & 





SPECIAL CLASSIFIED DIRECTORY, PAGE 57; “WANTS” AND “FOR SALE,” PAGES 58-59 
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PERFORATED METALS. 


For PAPER and PULP K 
MILL SCREENS | 





SED IN Drainer Bottoms, 
Pulp Screens, Washers, Suc- 
tion Box Covers, Button ig 

Catchers, Filter Plates, Vats and i 
Tanks, Sand Traps, Strainers, | 
Boilers and Digesters, Shower 
Pipes, Rolls, False Bottoms, etc. 


The Harrington & King Perforating Co. 


No, 219 North Union St. 
New York Office: No. 114 Liberty St. CHICAGO, ILL., U.S. A. | 








CHARLES Ss. BARTON, Pres. and Treas. GEO. 5S. BARTON, Sec’y. ESTABLISHED 1832 | ; 


RICE, BARTON & FALES MACHINE! JOHN WALDRON CO., New Besswicks N. J. 
——— AND IRON CO. cee ema MANUFACTURER OF ALL STYLES OF 


WORCESTER, MASS. WALL PAPER MACHINERY 





Builders of the Highest Grade of Fourdrinier and Cylinder Coating Machinery for Lithograph, Label, Fancy, Glazed, Book and 
Sand Papers. Dejonge Patent Sheet Coating Machines. ' 


Paper Machines and Dejonge Patent Drying Machine for Papers or 
Other Material in the Sheet. &. 
© e 
Pulp Drying Machines Also Cardboard Machinery, Hilbers, Staib and Waldron Patent Hanging-Up 


Machines, Patent Power Reeling Machines for Coated Papers and Card- 


Calender Rolls; Stuff, Suction and Fan Pumps; Hill Patent board, Embossing Machines, Paper Rolls, Polishing Machines, &c. 
Diagonal Cutters; Patent Top and Double Edged Slitters 5 | 
4 aR Machinery is Universally Used by the Manufacturers of t 
K Ims od Pa v eal Single on Wenter on 7 Above Goods in the United States and Canada. 1 


winder. Wet Machines of Increased Capacity, Etc. 


RITER-CONLEY MFG. CO. i 
Norwood Engineering a STEEL if 


FLORENCE, MASS. P EN S TO CK. S 


Paper Mill Equipments AND 

We Manufacture....... ‘ He 
WILSON FILTERS CALENDERS 

ELEVATORS RAG DUSTERS oe eng ayer ee lron, Blast 

urnaces, olders, Oil Refineries j 

FIRE HYDRANTS ETC. ETC. - ETC. Heavy Plate and Structural Work of all Kinds 1 








Catalogues sent upon application GENERAL OFFICES EASTERN OFFICE fl 
Pittsburgh, Pa., U. S. A. Trinity Bldg., 111 B’way, New York \ 
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JARRE SAR aA bY.Y 
ee aapllds 


THE WM. CABBLE 
EXCELSIOR WIRE MFG. Co: 


Established 1848 
\ incorporated 1870-1896 





MANUFACTURERS OF 





Brass, Copper and Iron Wire 


Superior Fourdrinier Wires 
Cylinder Wires Dandy Rolls 
Brass, Copper and Iron Wire Cylinder Moulds 
Cloth of every description Best Quality of Wire Rope 


8&2" GWrite for Price List 
43 FULTON STREET, NEW YORK 


NATRONA 


POROUS ALUM 


FOR PAPER MAKERS’ USE 
The Strongest and Purest Alum made and the only Alum made from 
Kryolith Alumina. Also makers of all grades 
‘of Sulphate of Alumina 
- PENNSYLVANIA SALT MFG. COMPANY 


PHILADELPHIA 
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ai | | WL a 


mie 





ts K. WELLAANES & CO., Pa’ 


Proprietors of the Penna. Dry Paint and 
Color Works and the Helios Dry Color, 
— wanes = and Copperas Works, of Allen 
to 

yo Miners and importers 
a 6 of Coloring Materials, such as Vene- 
tian Reds, Red, Brown, Black, Yellow 
Oxides, Chrome and other Ochres; 
also Paper Fillers—as Agalites, Min- 
: eral Pulp, Taic,China and Other Clays— 

ESPECIALLY ADAPTED FOR 
Use 


Paper Manufacturers’ 


DE WITT WIRE CLOTH CO. 


MANUFACTURERS OF 


Paper Makers’ Supplies 


Fourdrinier Wires, Dandy Rolis, Cylinder Moulds, etc. 
BRASS, COPPER AND IRON WIRE CLOTH OF EVERY DESCRIPTION 


Wire Rope, Wire Sash Cords, Wire Picture Cord, Brass and Copper 
Wire, Wire Window Screens and Guards, Wire Fencing 


PHILADELPHIA OFFICE 


NEW YORK OFFICE 
631 MARKET ST. 


299 BROADWAY 


Cable Address: “WTRASMALLO, New York 





"MERTITOWNPA. 


OUR PATENTED 


~ELECTRO-PNEUMATIC 
BEATING-UP DEVICE 


makes smooth, uniform Fourdrinier Wires, 


Cylinder Covers and Washer Wires. 
The kind that give long runs. 


WRITE US FOR SAMPLES AND PRICES 





APPLETON, WISCONSIN 


Appleton Wire Works 


